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NOW COMPLETE 


ILLUSTRATIONS OF 


CONIFERS 



H. CLINTON-BAKER 


Vol. I. 4to., with frontispiece and 67 plates ; hds. 

VoL II. (completing the work). 4to., with 91 plates ; hds. 


£4. 4s. net 


300 Copies printed, of which the majority have been subscribed 


The decorative character of coniferous trees and their consequent importance in every scheme of 
landscape gardening, has created a demand for a practical book which shall serve as a guide to the 
identification of species which are usually seen in parks and pleasure gi^ounds. 

Existing works on coniferae deal more or less fully with the subject, but little or no attempt ia 
made in them to distinguish accurately the different species; while the names under which trees 
are sold are often misleading. 

With the object therefore of providing a practical book, the above series of photographic 
illustrations accurate to life size of the cones and branches of the Conifers grown in the British 
Isles, supplemented by short and concise descriptions, giving the essential botanical characters, the 
geographical distribution, and other particulars of each tree figured, has been issued. 

About 120 species, including piactically all the Pines, Fix's, Spruces, Larch, Cedars, and rarer 
genera in cultivation, are dealt with, and illustrated by photographic reproductions. These 
illustrations, which are the main feature of the book, have been specially prepared from authentic 
specimens named at Kew, or by some competent authority. 

No pains have been spared to ensure accuracy, and in the case of those species which do nob 
produce cones in this country, native examples, where possible from type localities, have been 
obtained. In all other cases the photographs are from specimens grown at Bayfordbury, or* 
elsewhere in Great Britain. 


NOW READY 


Post 8vo., pp. xvi, 280, with 15 plates and 14 text illustrations; cloth 

6Si net 

OXFOED GAEDBNS 



BASED UPON 


DAUBENY’S POPULAR GUIDE TO THE 
PHYSICK GARDEN OF OXFORD [ 

WITH NOTES ON THE GARDENS OF THE COLLEGES AND ON THE' 

UNIVERSITY PARK ' 

By R. T. GUNTHER, M.A. ; 

FELLOW OF UAGDALEN COLLEGE, OXFOBP 

The notes on the gardens of the colleges have for the most part been revised by members of the* 
colleges with which they deal. 

Two or three sections have been kindly contributed by specialists. Mr. G. C. Dbuce is the* 
author of the section on Weeds and Wild Plants; Messrs. Hamm, Hilet, and the Bev. H. Fbienp 
compiled the lists of the Flies, Bees, and Earthworms; Mr. Wards Fowler writes on the Birds; 
and the Secretary to the Curators of the University Park, Professor Somebvtlls, on the Parks. 

This book contains the most complete description that has yet been offered to the public, of the 
oldest Botanic Garden in Great Britain, as well as the first comprehensive description of the more 
important plants growing in the gardens of the colleges of Oxford. 

Anecdotes connected with particular plants, the girth ^measures of the large trees and their ages, 
when ascertainable, have been included. ^ 

Special features of the book are the short notes upon the economic and medicinal value of many 
of the plants described, and the chapter on the Hardy Herbaceous Plante, which is also intended to 
serve as an index to the systematic position of many Greenhouse and Exotic Plants, as well as of 
the Hardy Species. 
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I. NATURAL HISTORY 

1. Botany 

Including Agriculture, Forestry, Gardening, and Herbals 

* Most of these items are from the Library of the late 

Sir Joseph Dalton Hooker 

1 Baines (T.). Greenhonse and Stove Plants, flowering and fine-leaved, 

Palms, Perns, and Lycopodiums, with full Details of the Propagation 
and Cultivation of 500 Families of Plants. Roy. 8vo., y>p. 362; cloth 
(j5m 5. 8s6d) 1885 

2 BEDFORD (Duke of). PINETUM WOBORNENSE : or, a Catalogue of 
coniferous Plants, in the Collection of the Duke of Bedford, at 
Woburn Abbey; systematically arranged. Roy. 8vo., with frontis¬ 
piece and 68 (1-67, 10 bis) coloured plates (many double) ; original hds., 
uncut, Autograph Presentation Copt to Sib W. J. Hooker 

Privately printed, 1839 
Only 100 copies were produced. 

3 :4I0L0GIA CBN-TRALI-AMERICAXA; or, Contributions to the 
Knowledge of the Fauna and Flora of Mexico and Central America. 
Edited by F. D. Godman and O. Salviu. BOTANT. By W. B. 
Hemsley. 5 vols , roy. 4to., with 111 plain and coloured plates ; half 
red levant morocco, gilt tops (subscription price, unbound, £15.12a 6d net 

1879-88 

lair (P.). Botanick Essays. In two Parts. The first containing, the 
Structure of the Flowers, and the Fru-ctification of Plants . . . the 
second, the Generation of Plants, with their S *.es and Manner of 
I impregnating the Seed . . . 8vo., with plates ; contemporary calf .720 

5 BOISSIER (E.). flora ORIENTALIS sive Enumeratio Plar Arum 

in Oriente a Grsecia et JEgypto ad Indise fines hncusque observatarum. 

5 vols., roy. 8vo., half calf Basel and Geneva, 1867-81 

6 Brandis (D.), Indian Trees. An Account of Trees, Shrnbs, Woody 

Climbers, Bamboos and Palms indigenous or commonly cultivated in 
the British Indian Empire. Roy. 8vo., jpy. xxxiv, 767, illustrated; 
cloth (pub. 16s net) 1906 

7 BRtTHL (P.) and Sir G. King. A Century of new and rare Indian 

Plants. Folio, with 100 plates (102-200, 110*) ; portfolio (puh. 
£1. 12s Qd net) Calcutta, Ann. Boy. Bot. Garden, vol. y. pt. 2, 1896 
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8 BROOKE (E. A.). The GARDENS op ENGLAND. Impl. folio, with 

numeroui vignettes on India paper and 26 coloured plates; hf. bd. 1857 
The above is a choice volume illustrating the principal gardens of England. It 
includes those of Trentham Hall, Enville Hall, Bovood House, Alton To«ers, 
Elvaston Castle, Shrublands Hall, Woburn Abbey. Worsley Hall, Eaton Hall, 
Holkham House, Teddesley House, Castle Howard, Westfield House, Binstead, 
Wilton House, Harewood House, Newnham, Castle Combe, and Fansbanger. 

9 BULLIARD (P.). FLORA PARISIENSIS, ou Descriptions et Figures 

des Plantes qai croissent anx Environs de Paris. 6 vols. 8vo., vrith 
64i2 coloured plates including 2 in the Introduction: half polished green 
niorocco, gilt tops : rwre Pari«, 1776-83 

10 CLARKE (C. B.). Commblynacb/B et Cybtandracej: Bengalenses. Impl. 

folio, with 95 (1-93, 87 bis, 89 6ts) plates ; bds. Calcutta, 1874 

11 COLDSTREAM (W.). Illustrations of some of the Grasses of the 

Southern Punjab. With short descriptive Letterpress. Roy. folio, 
with S9 plates s bds. 1889 

12 Cooke (M. C.). British edible Fungi. 12mo. pp. 237, with 12 coloured 

plates containing 4i^ figures; cloth 1891 

13 CUNNINGHAM (D. D.). The Causes of Fluctuations in Turgescbncb 

in the Motor Organs of Leaves. With 7 coloured plates (1-7).—A 
new and parasitic Species of Choanephora. With 2 coloured plates 
(8-9).— Voiio, portfolio (pu5. £1. 10s nel) 

Calcutta, Ann. Roy. Bot. Garden, vol. vi pt. 1, 1895 

14 Darwin (C.). Insectivorous Plants. ^ Revised by F. Darwin. 8vo., 

pp. xiv, ii78, illustrated: cloth 1908 

15 [-(R. W.)]. Principia Botanica: or, a concise and easy Introduction 


to the sexual Botany of Linnaeus. 8vo., pp. viii, 281; half calf neat, 
gilt top, uncut Newark, 1787 

16 Dudgeon (G. C.). The Agricultural and Forest Products of British West 

Africa. 8vo., pp. x, 170, with 5 coloured maps and 36 illustrations ; 
cloth {pub. 5s. net) 1911 

17 DUTHIE (J. F.). The Orchids of the North-Western Himalaya. 

Folio, with 58 coloured plates (94-151) ; portfolio {pub. £2. net) 

Calcutta, Ann. Roy. Bot. Garden, vol. ix pt. 2, 1906 

18 ELGOOD (G. S.). Italian Gardens, after Drawings by G. S. Elgood, 

with Notes by the Artist. Roy. 4to., pp. x, 157, with 52 coloured 

plates; cloth {pub. £2. 2s net) 1907 

From the time of Pliny the younger, Italy bos been famous for its beautiful 
gardens. Mr. Elgood has gone about Pompei, Borne, Florence, and Northern Italy 
with a seeing eye and has made us to some extent sharers in his pleasure, by means 
of this charming book. 

19 GAMBLE (J. S.). A Manual of Indian Timbers: an Account of the 

Structure, Growth, Distribution, and Qualities of Indian Woods. 
8yo.,pp. xix,xxix, 522, with coloured map; cloth; scarce Calcutta, 1881 

20 - the same. New and revised Edition. 8vo., pp. xxvi, 856, with 


21 


frontispiece, and X9 plates including 16 of Wood Sections; cloth; Auto¬ 
graph Presentation Copy to Sir J. D. Hoolcer ■ 1902 

Out of print and now very scarce. 

The Bambusj: of British India. Polio, w/ffc 119 pZafes (1-119) ; 


portfolio {pub. £2. net) Calcutta, Ann. Roy. Bot. Garden, vol. vii, 1896 

22 GREW (N.). The Anatomy of Vegetables begun. With a general 
Account of Vegetation founded thereon. By Nehemiah Grew . . 
London, Printed for Spencer Hickman, Prin-ter to the R. Society, at 
the Rose in S. Paula Church-Tard, 1672. Sm. 8vo., with 3 folding 
plates: a large and fine copy in contemporary calf, with bookplates of 
Joseph Tayler and G. E. Bagge 1672 

This is the rare piece printed afterwards as part 1 of Grew’s famous work, The 
Anatomy of Tlantt. 
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23 GRIFFITH (W.) Poethumous Papers bequeathed to the Honorable East 

India Company. ICONBS PLANTARUM ASIATIOaRUM. Part I. 
Development of Organs in phanserogamous Plants. 62 plates, 1847.— 
the same. Part 11. On the higher cryptogamons Plants. S9 plates, 

1849.—the same. Part III. Monocotyledonous Plants. 163 plates, 

1851.—the same. Part IV. Dicotyledonous Plants. 309 plates, 1854. 

—together 4 vole, or pts. in 2, roy. 4to., with 623 containing thomands 
of figures, many colowed; half russia 1847-54 10 10 

24 -the same. Palms of British East India. Impl. folio, with 139 

plates; half crimson morocco Calcutta, 3 3 

25 Hanbubt (D.). Science Papers, chiefly pharmacological and botanical. 

Edited, with Memoir, by J. Ince. 8vo.,pp. x, 544, with portrait and 
illustrations; cloth {puh. l^s") 1876 0 6 

26 HOOKER {Sir J. D.). A C£nturt of Indian Orchids. Polio, with por¬ 

trait of Boxburgh and 101 colowed plates (1-101); portfolio {pub. 

I £3- 3«. net) Calcutta, Ann. Roy. Bot. Garden, vol. v pt. 1, 1895 2 7 

27; — (Sir W. J.) and T. Taylor. MuscologiaBritannica; containing the 

Mosses of Great Britain and Ireland. Second Edition, corrected and 
enlarged. Svo., with 37 plates on 3Q ll.; half green morocco neat 1827 0 5 

28 - ICONES PLANTARUM ; or Figures, with brief 

descriptive Characters and Remarks of New or Rare 
Plants selected from the Author’s Herbarium. Vols. 

1—30 pt. 2, 8vo., with 2,950 plates ; 26 vols in half calf, 
the others In pts. 1837-1911 100 0 

J This copy belonged to Sir. W. J. Hooker and Sir J. D. Hooker 

successively. 

Complete sets are very rare. This is the only copy on the market 
and to the best of my knowledge but two others have occurred for sale 
in recent years. So long ago as 1880 1 sold the first 11 vols. for £15. 

The impression is limited to 250 copies. 

Contents: [First Series], 4 vols.; New [or Second] Series, 

6 vols.; Third Series, edited by Sir J. D. Hooker and D. Oliver, 

10 vols.; Fourth Series, edited by D. Oliver, Sir W. T. Thiselton- 
Dyer and Sir D. Prain, vols. 1—-10 pt. 2. 

29 -and F. Bauer. GENERA FILICUM; or Illdstrations of the 

Ferns, and other allied Genera. Impl. 8vo., with 120 coloured plates 
containing many hundred figures; Sir W. J. Hooker's annotated copy; 
contemporary calf 1842 3 3 

30 L ... - SPECIES FILICUM ; being Descriptions of the known Ferns. 

5 vols., roy. Svo., Large Paper, with 394-plates; calf 1846-64 5 15 

31 - Description of Victoria Regia, or Great Water-Lily of South 

America. Roy. folio, with 4 coloured plates ; half calf; m-iginal silk 

1847 1 1 

32 - A Second Century of Perns. Impl. 8vo., with 100 plates; half 

calf neat 1861 1 1 

33 HORTUS SANITATIS. {Fol. la ;) Ortus fanitatis. | 

(Fol. 4536, col. 2, lines 12-13 :) . Jacobus meydenbach 
ciuis Mo I guntinusiuculetiffime irapreffit . • • | (The same, 
lines 22-23 :) . . . in inclita | ciuitate Moguntina . . . | 

(The same, lines 34-36 :) Anno falutis Millelimo Quadrin 
geiite I fimo Nonagefimo primo. Dieverolo | uis vicefinia 
tercia rnenfis lunij. | 

Sm. folio, Gothic letter, 453 printed ll., double columns, 
with 1066 woodcuts, exclusive of 7 of full-page dimensions, 
which are among the most remarkahle productions of German 
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Hortus Sanitatis, continued ;— 

work before the time of Diirer; a corner offol. 1 restoredin 
facsimile^ otherwise a desirable copy despite some wormholes ; 
contemporary oak boards icith stamped pigskin hack., from 
the library- of Dr. J, F. Payne Mainz, 1491 

- Tfae first edition with a date, and beyond ail comparison the finest 
illustrated edition of the Hortus Sanitatis. It is likewise the rarest. 
Not only the large woodcuts, but many of the smaller ones may be 
regarded as effective works of genre drawing. There are, besides the 
illustrations of the herbal and the animal kingdom, woodcuts of 
doctors and patients, and workmen at their various labours, as well as 
incidental accessories in treatment which raise this book beyond the 
ordinary level of an illustrated work of popular science. 

The colophon contains a contribution to the history of typography. 
After mention of Mainz, it goes on with in which most noble city was 
Jirst invented this most subtle art and science of characterising or 'printing. 
Meydenbach is believed to have been a son of the man (similarly 
named) who cut the letters for the Psalter of 1457. 

34 JACQUIN (N. J.). Miscellanea Adstriaca ad Botanicam, Ohemiam, et 

Historiam naturalem spectantia. 2 vols. in 1, 4to., with 44 coloured 
plates: hf. hd. Vienna, 1778-81 

35 -the same. 2 vols., 4to., hf. hd. neat 1778-81 

36 -the same. 2 vols. in 1, 4to., with portrait by Jacob Adam after ’ 

Kreitzinger, 1784, inserted ; a beautiful copy in contemporary English 
red morocco with li-ne tooling, gilt edges, with the Aylesford bookplate 

1778-81 


37 JosT (L.). Vorlesungen fiber Pflanzenphysiologie. Roy. 8 vo., pp. xiv, 696, 
with 172 illustrations in the text; sd. (p. M. 13) Jena, 1904 

33 ■ ■ - . the same. Zweite Auflage. Roy. 8 vo., pp. xiv, 694, with 183 
illustrations in the text; sd. (p«fc. M. 14) Jena, 1908 

39 KING (Sir G.), and D. D. Cunningham. The Species of Ficus of the 

Indo-Malatan and Chinese Countries. Folio, with frontispiece and 
243 plates (1-232, 2% 2'^, 30», 43“, 58“, 95“. 1-5); in 3 portfolios 
{pub. £3. 15s 6 fZ net) Calcutta, Ann. Roy. Bot. Garden, vol. i, 1888 

40 -the same. Part I. Pal»omorphe and Urostigma. Folio, viith 

91 plates (1-86, 2", 2'’, 30*, 43*, SS*); portfolio {pub. £1. 5s net) 1888 

41 -The Species of Artocarpus indigenous to British India ; The Indo- 

Malayan Species of Quercus and Castanopsis. Folio, with 105 plates 
(1-104, ; portfolio {pub. £1. 12s 6 d net) 

Calcutta, Ann. Roy. Bot. Garden, vol. ii, 1889 

42 -The Anonace® of British India. Folio, with portrait of Col. Kyd 

and 226 plates ((1-220, 20‘>^ 83’***, 116'>'*, 208’'«) ; portfolio 

{pub. £3. 10s net) Calcutta, Ann. Roy. Bot. Garden, vol. iv, 1893 

43 -and R. Pantling. The ORCHIDS of the SIKKIM-HIMALAYA. 

Folio, with 453 coloured plates (1-448,244% 402'’’®, 404^‘®, 430^*®, 444''*®) ; 
in 2 portfolios {pub. £9. 9s nei) 

Calcutta, Ann. Roy. Bot. Garden, vol. viii, 1898 

44 -the same. Folio, in 4 vols., half brown morocco 1898 

4.5 -the same. Folio, the plates uncoloured; in 2 portfolios ( pub. 

£ 6 . 6 s net) 1898 

40 -J. F. Duthie and Sir D. Prain. A second Century of new and rare 

Indian Plants. Folio, with frontispiece and 93 plates (1-93) ; portfolio 
{pub. £1. 13s net) Calcutta, Ann. Boy. Bot. Garden, vol. iz.pt. 1, 1901 

47 KNUTH (P.). Handbuch der Blutbnbiologib. Unter Zugrundelegung 
von H. Miillers Werk: “ Die Befrnchtung der Blumen dnrch Insekten.” 
2 vols. in 3, with portraits and more than 500 illustrations in the text; 
cloth Leipzig, 1898-99 
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48 KURZ (S.). FOREST FLORA of BRITISH BURMA. 2 vols., 8vo., 

cloth, Autograph Presentation Copy to Sir J. D. Hooker with his annota¬ 
tions; very scarce 1877 

49 LABORIE (P. J.). The COFFEE PLANTER of SAINT DOMINGO. 

8vo., pp. xii, 198, 160, with 22 plates on 21 ll.; calf 1798 

Excessively scarce. According to Lowndes so long ago as 1860 copies were in 
demand at the price quoted. 

The volume contains an Appendix on the constitution, government and laws of 
the colony. 

50 LEIGHTON (W. A.). The Lichen-Floea of Gebat Britain, Ireland, and 

the Channel Islands. Third Edition. 8vo., pp. xviii, 547 ; cloth ; 
scarce Shrewsbury, printed for the Author, 1879 

51 *Lbuni 8 (J.). Synopsis der Pflanzenknnde. Zweite Anflage. 3vols.,8vo., 
with portrait, and 1229 illustrations in the text ; half morocco neat 

Hanover, 1877 

,*52 ILightfoot (J.). Flora Scotica: or, a systematic Arrangement in the 
Linnaean Method of the native Plants of Scotland and the Hebrides. 
Second Edition. 2-voXs., with Zh plates; half calf gilt 1789 

Linton (B. F.). Flora of Bournemouth, including the Isle of Purbeck. 
8vo., pp. X, 290, with map ; cloth n. d. 

Loureieo (J. de). Flora Cochinchinensis. Denuo in Germania edita 
cum Notis C. L. Wildenow. 2 vols. in 1, 8vo., pp. xxiv, 884; half 
morocco Berlin, 1793 

55 [Lubbock (Sir J.). A Contribntion to our Knowledge of Seedlings. 

' 2 vols., 8vo., pp. viii, 608, 646, with 684 woodcuts; cloth {pub. £1. 12s) 

1892 

56 [Maiden (J. H.). The useful native Plants of Australia (including 

Tasmania). Roy. 8vo., pp. xiv, 696 ; clofA (jjttfe. 12s 6d) 1889 

57 Mansel-Pleydell (J. C.). The Flora of Dox’setshire, with a Sketch of the 

Topography, River System, and Geology of the County. Second 
, Edition. Zvo., with ^ maps; cloth 

Dorchester, printed for Private Circulation only, 1895 

58 IMIasseb (G.). The Evolution of Plant Life : Lower Forms. Cr. 8vo., 

pp. riii, 2^12, illustrated ; cloth 1891 

69 ijsiATSUMURA (J.) and B. Hayata. Enumei*atio Plantarum in Insula 
Formosa sponte crescentium hucusque rite cognitarum adjectis 
Descriptionibus et Figuris Specierum pro Regione novamm. 4to., 
urith map and 17 plates ; sd. Tokyo, Jnl. of the Coll, of Sc., 1906 

60 |iIez (C.). Lauraceae Americanae. Roy. 8vo., pp. vi, 556, with 3 plates; 

I sd. Berlin, 1889 

61 l^iLLS (F. W.). An Introduction to the Study of the Diatomacese. With 

a ^Bibliography by J. Doby. 8vo.,.pp. xii, 244, text illustrated; cloth 
{pub. 12s) 1893 

62 MIQUEL (F. A. W.). Flora van Nedeelandsch Indie. 3 vols., 
1856*59.—Supplementum primum. 1 vol., all published, I860.— 
together, 4 vols. in 5, roy. 8vo., urith portrait of Bumpkins, 2 views, 

2 maps, and 4i\ plates; half calf Amsterdam, 

63 MULLER (H.). The Fertilisation of Flowers. Translated and edited 

by D’Arcy W. Thompson. With a Preface by C. Darwin. Lai’ge 
8vo., pp. X, 669, illustrated ; cloth; scarce 1883 

64 OLTMANS (F.). Morphologib nnd Biologib der Algen. 2 vols., roy. 
8vo., pp. vi, 734, vi, 444, with illustrations; sd. {pub. M. 32) 

i Jena, 1904-05 

66 ^axton’s Botanical Dictionary, comprising the Names, History, and 
Culture of all Plants known in Britain; with a fall Explanation of 
technical Terms. Revised and corrected by S. Hereman. Roy. 8vo., 
pp. xii, 623 ; cloth 1868 

Digitized by Original from 

UNIVERSITY OF MICHIGAN UNIVERSITY OF MICHIGAN 


1 8. d, 

3 10 0 
5 5 0 

110 

0 7 6 

0 7 6 
0 3 6 

b 12 6 

0 16 0 
0 9 0 

0 17 0 
0 16 

0 18 0 
0 12 6 

0 7 6 

2 18 0 

2 18 0 

14 0 

0 9 0 



BERNARD QDARITCH’S CATALOGUE, No. 317 


68 


66 TRAIN (Sir D.) and Sir G. King". The Species of Pedicolaris of the 

Indian Empire and its Frontiers. With «iap, tahle^ and 37 plates 
(1-37), 1890.—The Magnoliacese of British India. With 40 plates 
(38*74, 47^^, 47^*'", 57^^), 1891.—An Account of the Genus 
. Gomphostemma Wall. With 31 plates (75-105), 1891.—The Species 
of Myristica of British India. With 74 plates (106-174, 107^®, 124^”, 
125^^®, 1416*), 1891.—Folio, y)or(/bZ.o {puh. £3. 10s net) 

Calcutta, Ann. Boy. Bot. Garden, vol. iii, 1890-91 

67 - An Account of the Genus Gomphostemma Wall. Folio, with 

31 plates (75-105) ; portfolio 

Calcutta, Ann. Boy. Bot. Garden, vol. iii pt. 3, 1891 

68 - The Species of Dalbergia of South-Eastern Asia. Folio, with 

01 plates (1-91); portfolio {pub. £1. 13s net) 

Calcutta, Ann. Boy. Bot. Garden, vol. x pt. 1, 1904 

69 Rauun (V.). Description physique de ITle de Cr5te. [Livre IV. 

Botanique.] Roy. 8vo., pp. 693-1078, with 3 maps and 13 plates; hf. 
bd. Paris, 1869 

70 Royal Horticultural Society. Report of the Third International 

Conference, 1906, on Genetics ; Hybridisation (the Cross-Breeding of 
Genera or Species), the Cross-Breeding of Varieties, and general 
Plant-Breeding. Edited by W. Wilks. Roy. 8vo., pp. 486, with 
illustrations; sd. (pub. 15«) 1906 

71 Rotlb (J. F.). Essay on the productive Resources of India. Roy. 8vo., 

pp. X, 451, cloth 1840 

72 SACHS (J.). Text-Book of Botany, morphological and physiological. 

Second Edition. Edited, with an Appendix, by S. H. Vines. Hoy. 
8ro., pp. xii, 980, illustrated; Boxburghe binding; scarce Oxford, 1882 

73 Schneider (C. K.), Dendrologische Winterstudien. Roy. 8vo,, pp. vi, 

290, with 224 text illustrations ; sd. (pub. M. 7.50) Jena, 1903 

74 Schumann (K.). Praktikum fiir mophologische und systematische 

Botanik. Roy. 8vo., pp. viii, 610, with 154 illustrations in the text; sd. 
(pub. M. 13) Jena, 1904 

75 SELBY (P. J.). A History of British Forest-Trees. Qyo., unth nearly 

200 woodcuts ; cloth, or hd.; scarce 1842 

76 SMITH (Sir J. E.). lOONES PICT^ PLANTAEUM RARIORUM. 

Coloured Figures of rare Plants; illustrated with Descriptions and 
Observations. Polio, all published, with 18 coloured plates by Sowerby ; 
bds.; rare 1790-93 

Issued in three parts without a title-page. The title and dates given above 
were taken from a copy in the original wrappers. 

77 Staff (O.). The Aconites of India. Folio, with 25 plates (92-116) 

portfolio (pub. £1. Is net) 

Calcutta, Ann. Boy. Bot. Garden, vol. x pt. 2, 1905 

78 Stewart (J. L.). Punjab Plants, comprisiog botanical and vernacular 

Names, and Uses of most of the Trees, Shrubs, and Herbs of 
economical Value, growing within the Province. 8vo., cloth 

Lahore, 1869 

79 Strasburger (E.), F. Noll, H. Schenck, and G. Karsten. Lehrbuch der 

Botanik fur Hochschulen. Sechate Auflage. Roy. 8vo., pp.viii, 592, 
with 741 text illustrations (some coloured) ; sd. (pub. M. 7.50; Jena, 1904 

80 SuLLiVANT (W. S.). The Mnsci and Hepatic® of the United States East 

of the Mississippi River. Large 8vo., with 8 plates containing hundreds 
of figures; cloth New York, 1856 

81 Town,SEND (F.). Flora of Hampshire including the Isle of Wight, or a 

List of the Flowering Plants and Ferns found in the County of 
Southampton with Localities of less common Species. New Edition, 
with numerous Additions. Hvo.,pp. xl, Q53,with map and Opiates; 
cloth (pub. £1. Is net) 1904 
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82 TUCKBRMANN (B.). LICHENES AMERICA SEPTENTRWN- 
I ALIS exsiccafci. 6 pts. or vols. in 3, am. 4to., with actual Specimens 
mounted on 150 ll; cloth; very scarce Cambridge and Boston, 1847-54 

8|^ WALPERS (G. G.). Repbrtoehjm Botanices ststbmaticae. 6 vole., 
8vo., half calf Leipzig, 1842-48 

This valuable oollection of descriptions of plants is based upon the works of 
He Candolle and Eodlicher. 


£ s. d. 


6 6 0 


1 13 0 


84 - Ankales Botanioes sTSXEMATiCiB. 7 vols., 8vo., half calf 1848-68 

The most important feature of this work is the descriptions of new fiowerioK 

plants. 

85 West (W. and G. S.). Fresh-water Algae from Burma, including a few 

' , from Bengal and Madras. Folio, with 7 plates (10-16) ; portfolio 

(pM&. I6s net) Calcutta, Ann. Boy. Bot. Garden, vol. vi pt. 2, 1907 

86 Wheatley. Observations on modem Gardening. Fifth Edition. 8vo., 

hds., uncut 1793 


2 10 0 
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90 


2. Entomology and Arachnida 

8^ CURTIS (J.). BRITISH ENTOMOLOGY ; being Illus¬ 
trations and Descriptions of the Genera of Insects found 
in Great Britain and Ireland : containing coloured 
Figures from Nature of the most rare and beautiful Species, 
and in many Instances of the Plants upon which they are 
found. 8 vols., roy. 8vo., a systematically arranged copy., 
with 770 coloured plates ; contemporary half green morocco, 
gilt edges, contents lettered, from the Huih library 1823-40 20 0 0 

88 Dallas (W. S.). List of the Specimens of Hemipterous Insects in the 
Collection of the British Musenm. Vols. I—II, 12mo., with 13 plates; 
half calf 1851-52 0 14 0 

891 Dejean (Comte). Catalogue des Coleopteres de la Collection de M. le 
Comte Dejean. Troisi^me Edition, revue, corrigee et augmentee. 

8vo., pp. xiv, 503 ; half morocco neat Baris, 1837 

DONOVAN (E.). The Insects of China. Roy. 4to., the okiqinal issue, 
with 50 coloured plates ; contemporary red morocco, neatly repaired 

1798 2 12 0 

Duptschmid (K.). Fauna Austri®, oder Beschreibung der osterreichischen 
Insecten. 3 vols., 12mo., neatly hound Linz and Leipzig, 1805-25 

Pabricius (J. C.). Systema Rhyngotorum. 8vo., half morocco 

Brunswick, 1803 

Lucas (W. J.). British Dragonflies (Odonata). 8vo.,pp. xiv, 356, with 
illustratians in the text and 27 coloured plates ; cloth (pu5. £1. 11s 6d 
net) 1900 0 10 6 

94 “ NOA^ARA.’' REISE der OSTERREICHISCHEN 

FREGATTE NOVARA urn die Erde, 1857-59. LE- 
PIDOPTERA, von Cajetan and K. Felder. 1 vol. (text), 

1 vol. (atlas), 4to., loith 140 coloured plates; half 
polished dark green morocco, gilt tops, the plates on guards ; 
very rare . Vienna, 1864-75 21 0 0 

Consists of the Lepidoptera {Bhopalocera and Heterocera) complete. 

95 Reuter (0. M.). Revisio critica Capsinarnm, praecipue Scandinaviae et 

Fenniae. 8vo., hf. bd. Helsingfors, 1875 

96 Smith (F.). Catalogue of British Hymenoptera in the Collection of the 

British Museum. Parti.—Apid®—Bees. \2mo.,withllplates; half 
calf 1855 
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98 TUTT (J. W.). A NATURAL HISTORY op the BRITISH LBPI- 

DOPTERA. Vols. l—V and VIII—X. 8vo., all published; cloth 
{pub. £8. ntt) 1899-1909 

Vols. vi-vii aie in preparation. 

99 -Practical Hints for the Field Lepidopterist. 3 vols. in 1, 8vo., 

illustrated, interleaved; half morocco {pub. \8s net sd.) 1908-02-05 

100 VINSON (A.). Aran6ides des Iles de La Reunion, Mani*ice et Mada¬ 

gascar. Imp], folio, pp. 'cxx, 338, with 14 coloured plates containing 
\\8figures; sd. Pam, 1868 

101 WALKER (P.). List oP the Specimens of Dipteroos Insects in the 

Collection of the British Musenm. 6 vols., 12mo., half calf 1848-54 

102 - List of the Specimens of Homoptebous Insects in the British 

Museum. 4! yoIb., I2mo., with plates ; half calf 1850-52 

103 —T-List of the Specimens of Hymenopterous Insects in the Collection 

of the British Museum. Parts I—II.—Cbalcidites. By F. Walker. 
12mo., half calf 1816-48 

103*-the same. Parts I—II.—Adrenidse and Apidas. By F. Smith. 

2 vols., 12x00., with 12 plates; half calf 1853-54 

104 -Catalogue of the Specimens of Neuropterous Insects in the 

Collection of the British Musenm. 4 vols., l2mo., half calf 1852-53 


3. Mammalia 

106 SCLATER (P. L) and Oldfield Thomas. The BOOK of ANTE¬ 
LOPES. 4 vols., 4to., with numerous illustrations in the text and lOO 
coloured plates by Wolf and Smit; cloth {pub. £13.10s net) 1894-1900 

106 — the same. 4 vols., 4to., half crimson levant morocco, gilt tops, fine 

copy 1894-1900 

107 WALTON (E.). The Camel : its Anatomy, Proportions, and Paces. 

Impl. folio, with 94 plates {some coloured) ; cloth 1865 

108 - (W.). An Account of the four Species of Peruvian Sheep, called 

Carner.^8 de la Tierraj to which are added Particulars respecting the 
Domestication of the two wild Species, and the Experiments hitherto 
made by the Spaniards, to cross the respective Breeds, to improve 
their Wools, etc. Roy. 8vo., with 5 coloured plates; contemporary calf 
gilt, presentation copy to the Duke of Gloucester; scarce 1811 

4. Ornithology 

* From the Library of a Nobleman going abroad. 

109 AUDUBON (J. J.). The BIRDS of AMERICA, from 

Drawings made in the United States and their Territories. 
7 vols., impl. 8vo., icith 500 coloured j^lates ; hrown morocco, 
blind tooled, gilt edges ' New Idork, V. G. Audubon, 1856 

110 AUK (The). A Quarterly Journal of Ornithology, 

published by the American Ornithologists' Union. New 
Series. Vols. I—XXVII, large 8v6., with coloured plates 
and woodcuts; newly hound in half qreen morocco, top edqes 

gilt, A FINE SET 

Boston, New York, and Camhndge {Mass.), 1884-1911 

The First Series is entitled Bulletin of the Nuttall Ornithological 
Club, 8 vols., 1876-83. 
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111 AVICULTURAL MAGAZINE (The). Being the Journal of the 
Avicultural Society for the Study of Foreign and British Birds. 

Edited by C. S. Simpson, H. R. Fiilmer, O. E. Cresswell, and D. Seth- 
Smith. A Set from the beginning in November 1894 to October 
1911 ;—17 vols., 8vo., with numerous coloured plates; original cloth; 

SCARCE 1894-1911 

Series I, 8 vols.; New Series, 7 vols.; Series III, vols. I-II. 

112 Blackburn (H.). Birds from Moidart and elsewhere. 8vo., with 

frontispiece and 87 plates; cloth (pub. 15#) Edinburgh, 1895 0 8 0 

113 BRBE (C. B.). A HISTORY of the BIRDS of EUROPE, not 

observed in the British Isles. 4 vols., roy. 8vo., First Issue, with 

nearly 2b0 coloured plates; cloth, uncut 1859-60-62-63 3 3 0 

114 BRITISH MUSEUM. CATALOGUE of the BIRDS 

IN THE BRITISH MUSEUM. By R. B. Sharpe, 

H. Seebohm, Hans Gadow, P. L Solatek, T. Salvadori, 

W. R. Ogilvie Grant, etc. 27 vols., 8vo., Complete, 

'' with fine coloured plates ; cloth ; 1874-98 48 0 0 

This work, now complete, may fairly claim to be one of the most 
important aids to the study of systematic ornithology which has ever 
been produced. 

Almost the last ofiBcial duty which fell to Sir William Flower in 
his capacity as Director of the Natural History Departments, before 
he retired to enjoy a well-earned repose, was to pass through the press 
the pages of the final volume of the British Museum Catalogue of Birds, 
a work which may be justly described as the greatest of its kind. 

115 BRITISH ORNITHOLOGISTS’ CLUB. BULLETIN. Edited by 

R. Bowdler Sharpe. Vols. I—XIV. 8vo., cloth 1893-1904 3 10 0 

116 BUTLER (A. G.). British Birds with their Ne?ts and Eggs. 6 vols., 

roy. 4to., with 321 plates of Birds and Nests, and 24 coloured plates of 
Eggs, by F. W. Frohawk; cloth (pub. £3. 12s net) [1897] 1 16 6 

117 DES-COURTILZ (J. T.). ORN[THOLOGIE BRESIL- 

lERNE ou Histoire des Oiseaux du Bresil, remarquables 
par leur Plumage, leur Chant ou leurs Habitudes. Atlas 
folio, iclth 48 plates lithographed in colours ; a fine copy in 
half dark green levant morocco^ gilt top, the original icrappers 
hound in; very rare Bio de Janeiro, [1859] 23 10 0 

I In this important work the illustrations of the birds are of the 

natural size. 

118 DES MURS (0). ICONOGRAPHIB ORNITHOLOGIQUE. Nouveau 

Recoeil general de Planches pbintes d’Oiseaux, pour servir de Suite 
et de Complement anx Planches Enluminees de Buffon, et aux Planches 
Coloriees de Temminck et Laugier de Chartrouse. Impl. folio, Large 
Paper, with 72 coloured plates; half morocco Paris, 1849 

119 -the same. Impl. folio, a fine copy in half green morocco, gilt top, 

uncut, the wrappers hottnd in 1849 5 15 0 

120 DRESSER (H. B.). A Manual of Pal^arctic Birds. 2 vols. in 1, roy. 

8vo., with frontispieces ; half polished brown morocco, gilt top 1902-03 

121 EMU (The). A Quarterly Magazine to popularize the Study and 

Protection of Native Birds. OlBcial Organ of the Royal Australasian 

Ornithologists’ Union. Vols. I—X, 8vo., with numerous plates; 

I btickram Melbourne, 1901-11 

No. 2 and the title-page are missiug from the fir^t volume. 

122 GODMAN (A. du Cane). A MONOGRAPH op the PETRELS. Roy. 

I 4to., with more than 100 coloured plates by Keulemans; full morocco 

extra, toiih special design, wrappers at end (pub. £15. 15s net) 1910 
The edition consists of 225 numbered copies, most of which are sold. 
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GOULD (J.). A MONOGRAPH of the ODONTO- 
PHORIN^, ou PARTRIDGES of AMERICA. Impl. 
folio, with 32 coloured plates 1850 

-A MONOGRAPI^^of the RAMPHASTID^, or 

FAMILY OF TOUCANS. Impl. folio, with 1 plain, and 
51 coloured plates 1854 


£ 9. d\ 


— together 2 vols. in 1, full red morocco extra, broad 
borders, yilt edges, by Wright 1850-54 20 0 0 

The second of The Ramphastidce ia now extremely scarce. The 


first edition (183t) was issued with only 34 plates. 

-The birds OF great BRITAIN. 


5 vols., impl. 
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124 - 

ioMo, with coloured plates ; in the original pts. 1873 48 0 0 

125 GROUSE (The) in HEALTH, and DISEASE, being the final Report of 

the Committee of Inquiry on Grouse Disease. 2 vols , 4to., jpp. xxiii, 

512, viii, 150, with 31 text-illustrations, 41 maps, and 59 plates mostly 
in Colour ; cloth; out of print 1911 

1000 copies were printed ; all were subscribed. 

126 Hudson (W. H.). Birds in London. 8vo., pp. xvi, 340, with 15 illus¬ 

trations in the text and 17 plates; cloth {pub. 12s) 1898 

127 IBIS (The), a MAGAZINE of GENERAL ORNITH- i 

OLOGY. Complete from the beginning in 1859 to 1908, 
with General Index and General Subject Index to the vols. , 

for 1859-1894 ;—53 vols., 8vo., icith a large number of 
coloured plates ; newly bound in half blue morocco, top 
edges gilt; many of the vols. have the fore and bottom edges 
uncut 1859-1808 84 0 0 

128 LORENZ (T.). Die BIRKHUHNBR RUSSLANDS deren Bastarde, 

Ausartungen und Varietaten. Nach dem Tode des VerPassers 
bearbeitet und herausgegeben von A. E. Kohts. Impl. folio, with 
coloured plates and illustrations in the text; in “ipts. Vienna, 1911- 8 10 1 0 

Part 1 of this line work on the Grouse is ready. Parrs 2-3 will appear at the 
end of the year and part 4 in the Spring of 1913. Each part will contain abou 
24 plates. 

129 MILLA.IS (J. G.). The NATURAL HISTORY of BRITISH 

SURFACE-FEEDING DUCKS. Impl. 4to., pp. xiv, 107, with 
6 photogravures, 4l coloured plates, and 25 other illustrations, fiom 
dra'oings by the Author and A. Thorbum, and from photographs ; cloth 

1902 

130 MIVART (St. George). A MONOGRAPH of the LORIES, or Brdsh- 

Tongued Parkots, composing the Family Loriidse. Roy. 4to., with 61 
coloured plates; half green levant morocco, gilt top {pub. £ 6 . 65 net, 
unbd.') 1896 

131 Mosenthal (J. de) and J. E. Harting. Ostriches and Ostrich Farming. 

Roy. 8vo., pp. xxii, 216, with frontispiece, plates, and text-illustrations; 
cloth; fcarce 1876 

132 ORNITHOLOGICAL ILLUSTRATIONS. A Collection 

of 1270 coloured Plates of Birds including a large 
number of Central and South American and West Indian 
Species. Arranged, guarded, and interleaved in 18 vols., i 
8vo. to folio, half dark green morocco, gilt tops v. c?. 48 0 0 

Intended as a basis for illustrating a comprehensive work on the ; 

Birds of South America. The plates have been taken from important 
books and the Transactions of the chief learned societies. 
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133 North West Provinces. Catalogue of the Birds in the Provincial 

Museum, N.-W. P. and Oudh, Lucknow, on the l-^t April, 1889. 8vo., 
pp. iv, 357 ; cloth Allahabad, 1890 

134 Ornithologia nova : or, a new general History of Birds ... 2 vols., sm. 

Svo., with about 4:00 woodcuts; cloth; scarce Birmingham, 

135 ROWLEY (G. D.). Ornithological Miscellany. 3 vols., roy. 4to., 

with wcodcuts, frontispieces, 3 portraits, 3 maps, 89 coloured plates of 
Birds and Eggs by Keulemans, and 40 plates including views (some 
coloured), facsimiles of early woodcuts of Falconry, etc., and a representa- 
of the Dodo: cloth, uncut 1876-78 2 16 0 

Issued in pta. to subscribers at £10. 3s 6d. This valuable work, in addition to 
dealing with interesting out-of-the-way species, treats of the birds of Britain, New 
Zealand, New Guinea, the Eiji Islands, and Mongolia. Among the contributors 
were Dresser, 0. Finsch, the editor, 0. Salvin, H. Seebchm, B. Bowdler Sharpe, 

Alfred Newton, and N. Prjevalsky. 

13G SCLATER (P. L.) and O. Salvin. EXOTIC ORNITHOLOGY, con¬ 
taining Figures and Descriptions of new or rare Species of American 
Birds. ¥6\io, with 100 coloured plates; half red morocco gilt, gilt top, 
uncut 1869 13 13 0 

Very scarce. 150 copies were produced on small paper and 15 on large paper. 

137 SHARPE (R. Bowdler). A MONOGRAPH oe the ALCEDINID^ : 

or, Family of Kingfishers. Roy. 4to., wiiii map and 120 coloured 
plates by Keulemans; half red morocco, gilt top, uncut; very scarce 

1868-71 9 10 0 

138 STARK (A. C.) and W. L. Sclater. The BIRDS op SOUTH AFRICA. 

4 vols., roy. 8vo., with more than 500 illustrations; cloth (pub. 

M. 145 6d net) 1900-06 3 16 0 

139 Strickland (H. E.). A Catalogue of the Collection of Birds formed by 

the late H. E. Strickland. By 0. Salvin. 8vo., pp. xvi, 652; cloth 
(pub. £1. Is) Cambridge, 1882 0 9 0 

TEMi\nNCK(C. J.) and Laugier de Chartreuse. NOUVEAU 
RECUEIL DE PLANCHES COLORIEES d’OISEAUX, 
pour servir de Suite et de Complement au Planches 
ENLUMiNEES de Buffoii. 0 vols., impl. 4to., icitJt 600 

coloured plateshalf dark qreen morocco Par/s, 1838 21 0 0 
^41 WHITAKER (J. I. S.). The BIRDS op TUNISIA, beinga History of 
the Birds found in the Regency of Tunis. 2 vols., impl. 8vo., with 4 
views, 2 maps, and 15 coloured plates; half dark green morocco neat, 
gilt tops, uncut 1905 2 16 0 

The edition consists of 250 copies onlj. 

S 5. Geology and Palaeontology 

142 Davies (W.). Catalogue of the Pleistocene Vertebrata, from the 
Neighbourhood of Ilford, Essex, in the Collection of Sir A. Brady. 

With an Introduction by Sir A. Brady, and a Description of the 
Locality by H. Woodward and W. Davies. Sm. 4to., with frontispiece; 
cloth Privately printed, 1874 

148 Forster (W.). A Treatise on a Section of the Strata, from Newcastle 
upon Tyne, to the Mountain of Cross Fell, in Cumberland ; with 
Remarks on mineral Veins in general. Second Edition. Roy. 8vo., 
with 11 plates (some colou/red) ; bds., uncut 1821 

144 MURCHISON (Sir R. T.). The SILURIAN SYSTEM, founded on 
geological Researches in the Counties of Salop, Hereford, Radnor, 

, Montgomery, Caermarthen, Brecon, Pembroke, Monmouth, Gloucester, 

Worcester, and Stafford; with Descriptions of Coal-Fields and overlying 
Formations. 2 vols.,roy. 4to., with numerous woodcuts, lithographic views, 
maps (including the large folding map). Si plates of Fossils, and d folding 
plates of Sections ; calf (rebacked), the largemap ina separate case 1839 

Very rare, espec'ally with the large folding map. 
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Mantell (G. a.). The Fossils of the South Downs ; or Illustrations of 
the Geology of Sussex. Roy. 4to , with 42 plates; half calf 1822 
“NOVARA.*’ KEISE der OSTERRBICHISCHEN FREGATTE 
NOVARA uin die Erde, 1857-59. Geologiscber Theil: I, Gbologie 
von Neu-Sbeland —IT, Palaontologib von Netj-Seeland. 2vol8.,roy. 
4to., with Si plates, 6 charts, and illustrations in the text; cloth; Auto¬ 
graph Presentation Copy from Dr. F. von Sochstetter to Sir J. D. Hooker ; 
scarce Vienna, 1864 

Osborn (H. F.). The Age of Mammals in Europe, Asia and North 
AmericJ. Roy. 8vo., pp. xviii, 635, with map, and 220 illustrations in 
the text; cloth {pub. 19s net) New York, 1910 

Sedgwick (A.). Life and Letters. By J. W. Clark and T. M. Hughes. 
2 vols., roy. 8vo., pp. xiv, 540, viii, 640, with portraits, maps, and 
plates; cloth (pub. S6s) Cambridge, 1890 

Woodward (H. B.). The Geology of England and Wales: with Notes on 
the physical Features of the Country. Second Edition. 8vo., pp. xvi, 
670, with frontispiece, large folding coloured map, and 101 text-illustra¬ 
tions; cloth {pub. 18«) 1887 

6. Miscellanea 

Adams (A. L.). Wanderings of a Naturalist in India. The Western 
Himalayas, and Cashmere. 8vo., xii, 384-, with frontispiece; cloth 

Edinburgh, 1867 

Bacon (Francis). Novum Organum. Edited with Introduction, Notes, 
etc., by T. Fowler. Second Edition, corrected and revised. Roy. 8vo., 
pp. xxii, 630, with numerous marginal notes by a former owner;' cloth 
{pub. ISi) Oxford, 1889 

Balfour (F. M.). A Treatise on comparative Embryology. 2 vols., 
8vo., with about 700 illustrations; cloth {pub. £1. 195) 1880-81 

BENNETT (G.). Gatherings of a Naturalist in Australasia: being 
Observations principally on the animal and vegetable Productions of 
New South Wales, New Zealand, and some of the Austral Islands. 
8vo., with woodcuts and 8 coloured plates of Zoology ; half green levant 
morocco, gilt top, by Riviere 1860 

Blumbnbach (.T. F.). Anthropological Treatises. Translated by T. 

Bendyshe. 8vo., cloth 1865 

BOMBAY NATURAL HISTORY SOCIETY. JOURNAL. Vols. 
Ill—XV, roy. 8vo., with a large number of plates, many coloured; in 
pts. Bombay, 1888-1904 

Bboca (P.). The Phenomena of Hybridity in the Genus Homo. Edited 
by 0. C. Blake. 8vo., cloth 1864 

“ Challenger.” The Voyage of the ‘ Challenger.’ The Atlantic : a 
preliminary Account of the General Results of the exploring Voyage 
of H.M.S. Challenger during the Year 1873 and the early part 
of the Year 1876. By Sir C. Wjville Thomson. 2 vols., Sfo., pp. 
XXX, 424, xiv, 396, with maps, plates, and illustrations in the text; cloth, 
a used copy 1877 

Collingwood (0.). Rambles of a Naturalist on the Shoi’es and Waters 
of the China Sea. 8vo., p>p. xiv, 445, illustrated; cloth 1868 

Creighton (C.). A History of Epidemics in Britain from a.d. 664 to the 
Extinction of Plague. 2 vols., roy. 8vo., pp. xii, 706, xii, 883; cloth 
{pub. £\. 18s) Cambridge, 1891-94 

Cunningham (R. O.). Notes on the Natuial History of the Strait of 
Magellan and West Coast of Patagonia, made during the Voyage of 
H.M.S. ‘Nassau’ in the years 1866-69. 8vo., pp. xviii, 517, with 

coloured map and 21 plates; cloth Edinburgh,lS71 

D’ALBERTIS (L. M.). New Guinea. 2 vols., 8vo., toith map and 
numerous illusfrations including 4i coloured plates of Birds; half green 
levant morocco, gilt tops, l-y Riviere 1880 
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162 Darwin (C.). The Origin of Species, 8vo., jop. xxxii, 704, with’portrait 

and folding plate; cloth 1902 

163 -The Eormation of Vegetable Mould tbrough tbe Action of Worms 

with Observations on their Habits. 8vo., pp. viii, 298, illustrated; 
cloth 1904 

L64 -The Foundations of the Origin of Species. Two Essays written 

in 1842 and 1844 by C. Darwin. Edited by his Son, F. Darwin. 
Roy. 8vo., pp. XXX, 264, with portrait; cloth ( puh. Is Qd) 

i Cambridge, 1909 

65 -Life and Letters, including an autobiographical Chapter. Edited 

by his Son, Francis Darwin. 3 vols., 8vo., with portraits; cloth {puh. 
£1. 165) 1888 

166 Godman (F. du C.). Natural History of the Azores, or Western Islands. 

8vo.,pp. viii, 358, loithmaps; cloth; out of print 1870 

167 OuNTHEB (A. C. L. G.). An Introduction to the Study of Fishes. 870 ., 
pp. xvi, 720 , xoitk 321 illustrations; cloth {pub. £1. 45) Edinburgh, 1880 
I The scope of the present work is to give in a concise form an account of tbe 

principal facts relating to the structure, classification, and life-story of fishes. It 
was^intended to meet the requirements of those desirous of studying the elements of 
ichthyology ; to serve as a book of reference to zoologists generally; and, finally, to 
supply those who, like travellers, have frequent opportunittes of observing fishes, 
>vith ready means of information. 

168 HICKSON (S. J.). A Naturalist in North Celebes. A Narrative of 
Travels in Minahaesa, the Sangir and Talaut Islands, with Notices of 
the Fauna, Flora and Ethnology of the Districts visited. 8 vo.,pp. 
xvi, 392, with coloured frontispiece, 2 maps and 35 illustrations; fine 
copy in full calf, m. e. 1889 

169 Hornaday (W. T.). Taxidermy and zoological Collecting. A complete 
Handbook for the amateur Taxidermist, Collector, Osteologist, 
Museum-Builder, Sportsmanj and Traveller. Eighth Edition. Roy. 
8 vo., pp. xxii, 364, with 104 illustrations in the text and 24 plates ; cloth 
{pub. IO 5 6d) 1903 

170 Hudson (W. H.). Idle Days in Patagonia. 8 vo., First Edition, pp. viii, 
256, illustrated by A. Hartley and J. Smit; cloth {pub. I4s) 1893 

171 Johnston (G.). Selections from the Correspondence of Dr. G. Johnston. 
Collected and arranged by his Daughter Mrs. Barwell-Carter. Edited 
by J. Hardy. 8 vo., pp. xxxv, 541, with portrait; cloth (pub. 15®) 

Edinburgh, 1892 

' Dv. JohuBton was the founder and first president of The Berwickshire Naturalists' 

Club. 

172 “ MARCHESA.” The Cruise of the Marchesa to KIamschatka and New 
Guinea, with Notices of Formosa, Liu-Kin, and various Islands of the 
Malay Archipelago. By F. H. H. Guillemard. 2 vols., large 8 vo., 
Best Edviton, with maps, numerous looodcuts by E. Whymper from 
drawings by Keulemans and C. Whymper, and 2 coloured plates of Birds; 
cloth; scarce 1886 

173 -the same. 2 vols., large 8 vo., half green morocco, gilt tops; Jine 


170 




copy 


1866 


174 


175 


176 


Memoirs read before the Anthropological Society, 1863-69. 3 vols., 8vo., 

with numerous plates ; cloth 1865-70 

NOVITATES ZOOLOGICAB. ,A Journal of Zoology. Edited by the 
Hon. W. Rothschild, E. Hartert, and K. Jordan. Vols. I—XVII, 
with Supplement to Vol. IX, 2 vols.;—together 19 vols., impl. 8vo., 
with a larae number of plates, many coloured; ‘newly bou-nd in buckram 

1894-1910 

POULTON (E. B.) Charles Darwin and the Origin of Species. Addresses 
etc. in America and England in the Tear of the two Anniversaries. 
8vo., pp, xvi, 302; cloth {pub. 7s Od net) 1909 
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177 PENNANT (T.). The BRITISH ZOOLOGY. Published under the 

Inspection of the Cymmrodorion Society, instituted for the promoting 
useful Charities, and the Knowledge of Nature, among the Descend¬ 
ants of the Ancient Britons. Impl. folio, with 107 coloured plates 

(some strengthened) ; old calf gilt 17t>6 

Intereeting as the earliest work on Natural History with coloured plates on a 
large scale. A similar work by Manetti and others, Storia naturale degli UccelU, 
did not appear till 1767, and another by Alessandri and Scattaglia, Animali 
qiiadrupedi, till 1771. 

The Society of Cymmrodorion was founded in 1751 and revived in 1873. A set 
of its publications is incomplete without a copy of the scarce work now offered. 

178 PoDCHBT (G.). The Plurality of the Human Race. Translated and edited 

by H. J. C. Beavsn. 8 vo., cloth 1864 

179 ROTLE (J. F.). ILLUSTRATIONS oe the BOTANY and other 

BRANCHES op the NATURAL HISTORY op the HIMALAYAN 
MOUNTAINS, and of the Flora of Cashmere. 2 vols., atlas 4to., 
with frontispiece, map, and 160 coloured plates illustrating Botany, 
Entomology, Mammalia, Ornithology, and Palceontology} half morocco 

1839 

180 Spitta (E. j.). Microscopy. The Construction, Theory and Use of the 

Microscope. 8 vo,, pp. xxii, 498, with frontispiece, 16 plates, and 243 
text-illustrations; cloth 1909 

181 Vogt (C.). Lectures on Man: his Place in Creation, and in the 

History of the Earth. Edited by J. Hunt. 8 vo., cloth 1864 

182 Waitz (T.). Introduction to Anthropology. Edited by J. F. Colling- 

■wood. 8 vo., cloth 1863 

183 Weld (C R.). History of the Royal Society, with Memoirs of the 

Presidents. ^ y6\a.,^vo., with plates; cloth 1848 

184 Witchell (C. a.) and W. B. Strugnell. The Fauna and- Flora of 

Gloucestershire. Impl. 8to., with plates and woodcuts; Roxhurghe 
binding Stroud, 1892 

185 ZOOLOGICAL SOCIETY of LONDON. PROCEED¬ 

INGS. A Complete Set from the beginning in 1830 to 
1908 ;—with General Indexes, 1830-1900 in 73 vols., 
8vo., an Original Subscription Set, with all the coloured 
plates ; the lohole newly bound in half green morocco neat, 
gilt tops 1830-1908 

lg 0 -the same. A Series from 1899 to 1911;—13 vols., 8 vo., pts., as 

issued (puh. ^31. 4s) 1899-1911 

157 -the same. TRANSACTIONS. A Series from 1899 to February 

1912;—/ols. XV—XX pfc. 1, roy. 4bo , with numerous plates, many 
coloured; pts., as issued £77. 24) 1899-1912 
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183 Abel (N. H.). CEuvres completes, avec des Notes et Developpements, par 
B. Holmboe. 2 vols., 4to , hf. bd.; uncut, fine copy Ohristiania, 1839 

189 Annalen der Stkbnwarte in Leiden, berausgegeben von F. Kaiser. 3 vols. 

in 2, 4to., with plates; hf. bd. neat, with bookplate of Warren Be la Rue 

Haarlem, 1868 —The Hague, 1872 

190 Apollonius, apollonii pergaei conicorvh libri quattvor. vna cvm pappi 

ALEXANDBINI LEMMAFIBYS, et COMMENfABIIS EVTOCII ASCALONITAE. SERENI 
ANTINSENSIS PHILOSOPHI LIBRI DVO NVNC PRIMVM IN LVCEM EDITI. QVAB 
OJiNiA NVPER PBDERicvs Commandinus Vrbinas mendis quamplurimis 
expur- gata e Grajjo onuertit, & commen- tariis illufcrauit . . . 
BONONIAB, EX OPFICINA ALEXANDRINI BENATII. MDLXYI. Sm. folio, with 
diagrams; old calf Bologna, 1566 
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^91 ARCHIMEDES. ARCHIMEDIS OPERA NON NVLLA A FEDERICO COMMANDINO 
VBBINATE NVPER IN LATINVM CONVERSA, BT COMMBNTABIIS ILLV8TRATA. 

Quorum nomina iu feqaenti pagina leguntur. aldvs . . . venetiis, 
apud Paulum Manutium, Aldi F. mdlviii. Venice, 1558 

Apollonius, apollonii pebgabi conicorvm libri qvattvor. vna cvm pappi 

ALBXAKDRINI LEMMATIBVS, BT COMMBNTARllS BVTOCII ASCALONITAE. SERENI 
ANTINSENSIS PHILOSOPHI LIBEI DVO NVNC PRIMVM IN LVCEM EDITI. QVAB 
OMNIA NVPER PEDERicvs Commaudmus Vrbinas mendis quamplurimis 
expur- gata e Graeco conuertit, & commen- tariia illuftrauit . . . 
BONONIAE, EX OFFICINA ALBXANDEINI BENATII. MDLXVI Bologna, 1566 

-2 works in 1 vol., sm. folio, with diagrams; red morocco extra, the 

Syston Park copy 1558-66 

^92 Arrhenius (S.). Text-Book of Electroeliemistry. Translated by J. 

Me Crae. 8 vo., with 5S diagrams; cloth 1902 

]|93 BAILT (P.). A Catalogue of those Stars in the Histoire Celeste 
PRANgAiSB of J. Delalande, for which Tables of Redaction to the 
Epoch 1800 have been published by Schumacher. 8vo., bds.; or, half 
calf 1847 

194 BAIOL (H.). (Fol. la:) mathesis. Henrici Baiol. m.dc.vi. mogvti. 
{Fol. 15;) . . . Demonstrationes Rectilinear^ in libril primil 
Euclidis. Commentaria in Capitulatria Sphaerae Joan : De Sacrobosco. 
Tractatus De Horologijs Siotericis. Tractatus De Geographia. 
Tractatus De Sinibus. Tbeoriae duoru Planetaru pr8ejipu:orum, 

Solis sfij & Lunse. Geometria Practica. Tabulae Geographic®. Libellus 
de numeris Astrouomicis. Tractatus De Rebus Meteoroiogicis in 
octo partes distribat5. Tractatulus Praxiu Mathematicaru 

Sm. 8vo., MS. ON PAPER (243 11.), with an illuminated Coat of 
Arms on title, and a great number of diagrams beautifully draivn in red, 
in illustration of Spheres, Perspective, etc.; old stampedtvdlum, from the 
Ashbumham Library Maim, 1606 

l|95 Ball (R. S.). The Story of the Heavens. 8vo., pp. xx, 551, with 18 
coloured plates and numerous illustrations in the text {pub. 10s 6d) ; 
cloth 1888 or 1890 

1^6 -the same. New and revised Edition. 8vo., pp. xx. 556, with 18 

coloured plates and numerous illustrations in the text (pub. 10s 6d); 

cloth 1893 

ife? Bedell (F.). The Principles of the Transformer. 8 vo.,pp. xii, 4-16, with 
I nearly 300 illustrations', cloth ( pub. 13s net) 1896 

198 Bennett (A. R.). The Telephone Systems of the Continent of Europe. 

I 8 ^ 0 ., pp. xiv, 436, with illustrations; cloth (pub. 15s) 1895 

1^9 BERTRAND (J.). TRAITE de CALCDL DIFFERENTIEL et de 
CALCUL INTEGRAL. 2 vols., 4to., hf. bd., not uniform.; very 
scarce 1864-70 

2<D0 BIEDERMANN (W.). Electro-Physiology. Translated by P.A. Welby. 

2 vo\ 8 ., 8 vo.,wUh nearly ZOO illustrations; cloth (pub. £1. 14s nei) 1896 
201 BOND (G. P.). Account of the Great Comet of 1858. Roy. 4to., ivith 
about 50 fine plates (some folding) ; half brown morocco neat, with the 
bookplate of Warren Be la Rue Camhridge, Mass, 1862 

Annals of the Astronomical Obsevatorij of llurrard College, vol. III. 

2()2 BOOLE (G.). An Investigation of the Laws of Thought, on which are 
[ founded the mathematical Theories of Logic and Probabilities. Svo., 
cloth; scarce 1854 

-A Treatise on Differential Equations. Cr. Svo, cloth 1869 

- the same. 1859. —Supplementary Volume. 1865.—together, 2 

vols. in 1, cr. 8vo., 5a//coZ// scarce 1859-65 

-the same. Second Edition, revised. 1865.—Supplementary 

Volumes. 1865.—together, 2 vols., cr. 8vo., cZ1865 
206 BORGO (P.). PIETRO bobgo libro de abacho . . . (Colophon:) venetiis, 
Apud Franoiscum Lenum. 1567. Sm. 4to., the title within an orna¬ 
mental border ; a, large copy in contemporary limp vellum Venice, 1567 
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*207 Bose (J. C.). Eesponse in the Living and Non-Living. 8vo , with more 
than illustrations ; cloth {^■puh. 10s 6<i) 1902 

208 -Comparative Electro-Physiology. A physioo-physiological Study. 

8vo.. 'p'p. xliii. 760 with 406 text-illustration^; cloth 1907 

This volume concludes the line of investigation on responsive phenomena 
in general, commenced by the author with the publication of a Memoir at the 
International Congress of Science, Paris, 1900. 

209 Bo\M{ing (J.j. The Decimal System in Number, Coins and Accounts. 

8vo., illustrated with 120 enqravinqs of Coins, ancient and modern: 
cloth 1854 

210 Breitnand (W.). Hindu Astronomy. Eoy. 8vo., pp. xvi, 330, with 13 

'plates and numerous diagrams ; cloth (pub. 21s.) 1896 

211 BEITISH ASSOCIATION. The CATALOGUE op STAES of the 

British Association for the Advancement of Science ; containing the 
mean right Ascensions and North Polar Distances of 8377 fixed Stars, 
reduced to January 1, 1850 : together with their annual Precessions, 
secular Variations and proper Motions, as well as the logarithmic 
Constants for computing Precession, Aberration and Natation. With 
a Preface explanatory of their Construction and Application. By F. 
Baily. 4to., Ids.; VERT RARE 1845 

212 -the same. Asia., half calf 1845 

213 CAPEON (J. R.). Photographed Spectra. One Hundred and Thirty- 

six Photographs of metallic, gaseous, and other Spectra printed 
by the permanent autotype Process, with Introduction, Description of 
Plates, and ludex, and with an extra Plate of the Solar Spectrum 
(showing bright lines) compared with the Air Spectrum. 8vo., cloth ; 
very scarce 1877 

214 - A Plea for the Bainband and the Rainband vindicated. 8vo., 

with 5 plates; cloth n. d. 

215 Carrington (R. C.). Observations of the Spots on the Sun, from 

November 9th, 1853, to March 24th, 1861, made at Redhill. Roy. 4to., 
with 166 plates ; cloth 1863 

216 CASATI (P.). Mechanicorum Libri ocToin qnibns nno eodemque Prin- 

cipio Vectis vires Physic^ explicantur & Geometrice demonstrantur, 
atque Machinarum omnis Generis componendarum Methodus pro- 
pontur. Sm. 4to., with numerous woodcut diagrams; old French 
RED morocco gilt Lyons, 1684 

217 Catalogs zu den 24 Stdnden der akadbmischbn Sternkartbn fiir 15° 

sudlicher bis 15° nordlicher Abweichung, bearbeitet von verschiedenen 
Astronomen, herausgegeben von derkoniglicben Akademieder Wissen- 
schaften zu Berlin. 1 vol., folio (text), 1 vol., large folio (atlas), with 
2A folding plates (spotted) ; half calf, repaired Berlin, 1859 

218 -the same. 1 vol., folio, 1 vol., atlas folio, the plates unfolded; whole 

and half brown morocco, fine copy 1859 

219 CAUCHY (A. L.). Lecons sur les Applications du Calcul infinitesimal 

a la Geometric. 2 vols. in 1, 4to., half calf gilt Fat is, 1826-28 

220 -EXERCICES de MATHEMATIQUES. Vols. I—IV in 2 vols., 

half calf 1826-29 

221 -the same. Vols. I—IV, 4to., half calf neat, uncut 1826-29 

222 -the same. Vols. I—IV. 1826-28.—the same. Vol. V. Unfinished, 

1830.—together 5 vols. in 2, 4to., all published; full calf gilt, gilt 
edges 1826-30 

-Lemons sur le Calcul difTerentiel. 4to., half calf, uncut Baris, 1829 

-EXERCICES d’ ANALYSE et de Physique math^matique. 4 

Yo\s., Alio., half calf gilt; rare Pans, 1810-47 

CAYLEY (A.). Collected Mathematical Papers. Vols. I—IV, 4to., 
hds. (pub. £h.) Cambridge, 1889-91 

Vols. V—XIII are published at 25s each, and the Index at 7$ 6d. 

226 Clekke (A. M.). Problems in Astrophysics. 8vo., pp. xvi, 567, with 31 
plates and 50 illustrations in the text; cloth (pub. £1. net) 1903 
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;27 CAMBRIDGE PROBLEMS and SOLUTIONS, 
vols. bound in 21, 8vo., as desoribed below; 
BARE 

Contents 


22 : 


22 


A Collection in 22 
cloth and bd. ; mant 

V. d. 


SoLDTioNs of the Cambridge Problems 
1800-20. By J. M. F. Wright. 
2 vols. 1825 

Caubbidqe Problems proposed at the 
General Ezammations, 1801-20. 
1 7ol. 1821 

CA&fBBtDOE Problems proposed at the 
General Ezamiuations, 1821-30. 
1 vol. 1831 

Solutions of the Trigonometrical 
Problems proposed at St. John’s 
College, Cambridge, 1829-46. By 
T. Gaskin. 1 vol. 1847 

Solutions of the Cambridge Problems 
proposed at the Examination for 
B.A. Degrees, January 1830. 1 vol. 

1830 

Solutions of Geometrical Problems 
proposed at St. John^s College, 
Cambridge, 1830-46. By T. Gaskin. 
1 vol. 1847 

Solutions of the Cambridge Problems 
proposed at the Examination for 
the Degree of B.A., January 1831. 
1 vol 1831 

Solutions of the Cambridge Problems, 
1840-41. 1 vol. 1841 

Collection of Problems and Examples, 
adapted to the Elementary Com^se 
of Mathematics.” With an Appendix 
containing the Questions proposed 
during the first three Days of the 
Senate-House Examinations, 1648- 
51. By Harvey Goodwin. 1 vol. 1851 
Solutions of the Cambridge Senate- 
House Problems, 1848-51. By N. 
M. Ferrers and J. S. Jackson. 1 vol. 

1851 

Principles of the Solution of Senate- 


House Riders exemplified by the M. F. Wnght. 

Solution of those proposed in the -Supplement. 

another Collection in 12 vols., 8vo., cloth and hd. 

Contents 


earlier Parts of the Examinations 
of 1848-51. By F. J. Jamieson 
1 vol. 1851 

Solutions of the Problems and Riders 
proposed in the Senate-House 
Examination, 1854. With an 
Appendix containing the Examin* 
ation Papers in full. 1 vol. 1854 

Solutions of the Pi*oblems and Riders 
proposed in the Senate-Ho use 
Examination, 1857. With an 
Appendix containing the Examin¬ 
ation Papers in full. 1 vol. 1857 

Ca^kiBBiDOE Senate-House Problems and 
Riders, 1860. By H. W. Watson 
and E. J. Routh. 1 vol. 1860 

Solutions of the Problems and Riders 
proposed in the Senate-House Exam¬ 
ination, 1864. With an Appendix 
containing the Examination Papers 
in full. 1 vol. 1864 

Solutions of the Cambridge Senate- 
House Problems and Riders, 1875. 
Edited by A. G Green hill. 1 vol 

187C 

Solutions of the Cambridge Senate- 
House Problems and Riders, 1ST8, 
by J. W. L. Glaisher, C. H. Prior, 
N, M. Fen'ers, A. G. Greenhill, 
C. Niven. Edited by J. W. L. 
Glaisher. 1 vol. 1879 

CoLTiECTiON of Problems and Examples 
in Mathematics selected from the 
Jesus College Examination Papers 
with Answers. By H. A. Morgan 
1 vol. 1858 

Collection of Cambridge Mathema¬ 
tical Examination Papers. By J. 
M. F. Wright. 2 vols. 1830-31 

-Supplement. Part I. 1 vol. 1832 

70.. cloth and hd. v. cL 


Solutions of the Cambridge Problems, 
1800-20. By J. M. F. Wright. 2 
vols. 1823 

Cambridge Problems proposed at the 
General Examinations, 1801-20. 1 
vol. 1821 

Solutions of Geometrical Problems 
proposed at St. John’s College, 
Cambridge, 1830-46. By T. Gaskin. 
1 vol. 1847 

Solutions of the Cambridge Senate- 
House Problems, 1848-51. By N. M. 
Ferrers and J. S. Jackson. 1 vol. 

1851 

Principles of the Solution of Senate- 
House Riders exemplified by the 
Solution of those proposed in the 
earlier Parts of the Examinations of 
1848-51. By F. J. Jamieson. 1vol. 

1851 

Solutions of the Problems and Ridei*s 
proposed in the Senate-House Exam¬ 


ination, 1854. With an Appendix 
containing the Examination Papers 
in full. 1 vol. 1854 

Solutions of the Problems and Eiders 
proposed in the Senate-House Exam¬ 
ination, 1857. With an Appendix 
containing the Examination Papers 
in full 1 vol. 1857 

Solutions of the Cambridge Senate- 
House Problems and Riders, 1875. 
Edited by A. G. Greenhill. 1 vol. 

1876 

Solutions of the Cambridge Senate- 
House Problems and Riders, 1878, 
by J. W. L. Glaisher, C. H. Prior, 
N. M. Ferrers, A. G. Greenhill, 
C. Niven. Edited by J. W. L. 
Glaisher. 1 vol. 1879 

Collection of Cambridge Mathematical 
Examination Papers. By J. M. F. 
Wright. 2 vols. 1882-31 


6 6 0 


Cowley (J. L.). A Discourse on Comets. Extracted from the Writings 
of Sir Isaac Newton, and other Astronomers. 8vo., loith folding j^late ; 
Sd. 
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230 CHASLES. Traite de Geometrie superieure. with folding plates; 

sd. Farisy 1852 

231 -the same. 8vo., half calf 1852 

232 -Traite des Sections coniques, faisant suite an Traite de G4ometrie 

snperieure. Premiere Partie. ^yo., vyiih h folding plates; half calf 

Paris, 1865 

233 -Apbr^u historiqdb snr l’Origine et le D^veloppement des 

M^THODBs en Geom^trie, particnlierement de celles qni se rapportent 
a la Geometrie moderne, suivi d’un Memoirs de Geometrie sur deux 
Principes generaux de la Science, la Dualite, et THOmographie. 
Troisieme Edition. 4to., li, 851; half morocco Paris, 1889 

234 CHEMICAL GAZETTE (The), or, Journal of Practical 

Chemistry in all its applications to Pharmacy, Arts and 
Manufactures, conducted by W. Francis and H. Croft. 
17 vols., 8vo., Complete; very scarce 1842-59 

CHEMICAL NEWS and Journal of Physical Science ; with 
which is incorporated the Chemical Gazette. Edited by 
W. Crookes. Complete from the beginning in December 
1859 to December 1906 ;—vols. 1—XCIII, 4to. 1859-1906 

-together, 110 vols., 8vo. and 4to., uniformly hound in half 

calf neat 1842-1906 

235 COCKER (B.). Cocker’s decimal arithmetick : Wherein is fhewed the 

Nature and Ufe of Decimal Fractions . . . Whereunto is added 
His Artificial Arithmetick, Ihewing the Genefis or Pabrick of the 
Logarithmes . . . also His Algebraical Arithmetick . . . Compofed 
by edvtard cocker . . . Perufed, Corrected, and Publifhed by john 
HAWKINS . . . LONDON, Printed by J. Richardson, for Tho. Paffinger, 
at the Three Bibles on London Bridge, and Tho. Lacy, at the Golden 
Lyon in Southwark, m DC lxxxv. Sm. 8vo., with por\/rait (inlaid) ; an 
excellent copy in blue morocco extra, gilt edges; ybry rare 1685 

236 —— the same, Sm. 8vo., without the portrait; a crisp copy in con¬ 

temporary calf 1685 

237 —--the same. Fifth Edition. Sm. 8vo., calf, with the bookplate of 

Wadham Wyndham 1720 

238 COPERNICUS (N.). nicolai copernici torinensis de 

REVOLVTiONiBvs ouBiAim ccelestium, Libri vi. . . . Norim 
berg® apud loh. Petreium, Anno m.d.xliii. Sm. folio, 
First Edition, with numerous diagrams; afine^ crisps and 
almost uncut copy in the original limp vellum 

Nuremberg, 1543 

Extremely, rare. This world-famed book was placed on the 
Index Librorvm prohibitorum. 

239 -NICOLAI COPERNICI Torinenfia astronomia instavrata, Libris fex 

comprehenfa, qui de Revolutionibua orbium cceleftium infcribnntur. 
nunc demum poft 75 ab obitu authoris annum integritati fuse reftituta, 
Notifque illuftrata, opera & ftudio d. nicolai mvlerii . . . (Atfoot:) 
AMSTELBODAMi, Bxcudebat Wilhelmus lanfonius, fab Solari aureo. 
Afio M. DC. XVII. Sm. 4to., with numerous woodcut diagrams; old calf, 
repaired Amsterdam, 1617 

The third Edition. The first appeared in 1543 and the second in 1666. The 
above edition is the first with Mulct’s notes. It appeared again, with a new title- 
page, in 1640. 

240 CURIE UX Traitte de I’Aiman. Divise en deux Parties. La premiere 

contient les Experiences; & la seconde les Raisons que Ton en pent 
rendre par Mr. D Sm. 8vo., with 33 plates; hf. hd., rare 

Paris. 1712 
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CRELLE (A. L.). Rechentafeln welche alles Maltipliceren und Dividiren 
mit Zahlen anter Taasend ganz ersparen, bei grosseren Zahlen aber die 
Reclinung erleichtern and sicherer machen. Mit einem Vorworte von 
C. Bremiker. Piinfte Aosgabe. Roy. 4to., pp. z, 499, the text in 
German and French ; hds. Berlin, 

D’Alembert. Traite de rEqailibre et da Mouvement des Flaides. _ Sm. 
4to., with plates; calf Faris, 1744 

-Rechercbea sur la Precession des Equinoxes, et sar la Natation de 

I’Axe de la Terre, dans le Systeme Newtonien. Sm. 4to., with 
^ folding plates; old calf Parts, 1749 

-Rechercfies sur differens Points importans da Systeme da Monde. 

3 vols., sm. 4to., with folding plates; old calf Paris, 1754-56 

DELAMAIN. The making, description, and vse of a small portable 
Instrument for ^ Pocket (or according to any Magnitude) in forme of 
a mixt Trapezia thus (Here a figure of the Instrument.) Called a 
Horizontal! Quadrant, Composed and prodused soly for the benefit and 
vse of such which are studious of Mathematical! Practice Written 
and delivered by Delamain, student and Teacher of the Mathematickes. 

. . . London printed for Richard Hawkins and are to be fold at his 
fhop in Chancery lane neere Sarjants Inne 1632. 

Sm. 8vo., with engraved title, woodcuts, a folding leaf of tables, and 
copper engravings ; a large, crisp, and clean copy in contemporary vellum, 
with tyers; very rare in such fine state 1632 

Delambre. Astronomie tbeorique et pratique. 3 vols., 4to., with 29 
plates; half calf Pori^, 1814 

De la Rive (A.). A Treatise on Electricity in Theory and Practice. 
Z Yo\s.,^YO., text illustrated; cloth 1853-58 

DELPHINHS (F.). pbdbbici delphini . . . de plvxv et rbflvxv aqvae 
MARIS . . . Eiusdem de motv octavae sphaeeab. in acadbmia venbta, 

MDLIX. 

Sm. folio, FiBsr Edition, with copperplate device on title and several 
woodcut diagrams; green morocco extra, gold borders, gilt edges, from the 
Syston Parle library Venice, 1559 

First edition. It was reprinted at Basel in 1577. 

DE MORGAN (A.). The Differential and Integral Calculus. 8vo., 
cloth 1842 

-the same. 8vo., whole, or half calf 1842 

-Arithmetical Books from the Invention of Printing to the present 

Time, being brief Notices of a large Number of Works drawn up from 
actual Inspection. 8vo., pp. xxviii, 124, plain stamp on title; cloth 

1847 

-Trigonometry and Double Algebra. Zyo., with diagrams; cloth; 

scarce 1849 


253 -A BUDGET op PARADOXES. 8vo., yip. vii, 611; cloth; rare 

1872 

254 DESCARTES (R.). (EUVRES, pabliees par V. Cousin. 11 vols., 8vo., 

half crimson morocco Paris, 1824-26 

255 DESCRIPTION (The) & Use of the Planetary SrsTBSiB, together with 

easie Tables. By which the apparent Motions of the Heavens may be 
readily found for ever. 4to., with MS. additions; unbound, having the 
rare bookplate of Robert Davies of Llanerch, Denbighshire 1674 

256 Deeter (J. L. E.). History of the planetary Systems from Thales to 

Kepler. Zvo.,pp. xii, 432, illustrated; cloth Cambridge, 1906 

257 Englbfield (Sir H.). Tables of the apparent Places of the Comet of 

1661, whose Return is expected in 1789. To which is added a new 
Method of using the Reticule Rhomboide. 4to., with 2 plates; 
sd. 1788 
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258 ETTEN (H. van). Mathematicall Recreations. Or a Collection of 

fundrie Problemes, extracted out of tlie Ancient and Moderne Philo- 
fopbers, as fecrets in nature, and experiments in Arithmeticke, Geo 
metrie, Oofmographie, Horologra-phie, Aftronomie, Navigation, 
Mnficke, Opticks, Architecture, Statioke, Mecbanicks, Chimeftrie, 
Waterworkes, Fireworks, &c . . . Moft of which were written 
firft in Greeke and Latine, lately compiled in Fi’ench, by Henry 
van Etten . . . Printed at London by T. Cotes, for Richard Hawkins, 
dwelling in Chancery Lane, neere the Rowles, 1633. 

Sm. 8vo., with engraved frontispiece and copper engravings in the 
text; a fine crisp copy in the originallimp vellum, with tyers ' 1633 

259 - RECREATIONS MATHEMATIQVES. cOMPOSBES De plufieurs Problemes 

plaifans & facetieux d’Arithmetique, Geometrie, Aftrologie, Optique, 
Perfpectiue, Mechanique, & d’au-tres rares & curieux Secrets: 
Plufieurs def-quels n’ont iamais efte Imprimez . . . lton . . . 

M.DC XLII. 

3 pts. in 1 vol., sm. 8vo., with woodcuts ; a fine copy in the original 
limp vellum, from the Amherst Library Lyons, 1642 

260 -EUCLID. Buclidis megaresis philosophi platonicj Mathematicaru 3 disci 

plinaru lanitozis: Habent in hoc volumine quicuqj ad mathematica 
subftantia aspirat: elemetozum libzos . xiij. cu expositione Theonis 
. . . Sm. folio, chiefly in Roman letter, with numerous diagrams; 
slightly wormed, title and a few leaves mended, a small portion of the 
text supplied in MS.; russia y'enice, Joannes de Tridino, 1605 

The first translation of Euclid from the Greek. A portion of this volume had 
already appeared in Venice in 1602. The tianslator was the author of the curious 
Isolario. 


261 - BVCLTDis POSTERioRES LibH sex a X. ad iv. accessit xvi. de 

solidorum Regularium comparatione . . . scholiis illustrati. avctore 
CHRISTOPHOEO CLAVIO BAMBBRGENSI . . . ROMAE Apud Vincentium Ac- 
coltum. 1574. Sm. 8vo., title within woodcut border, and numerous 
diagrams', old English calf iJome, 1574 

262 - THE ELEMENTS OP GEOMETRIE of the moft aunci-ent Philofopher 

EVCLIDE of Megara. Faithfully (now first) trausflated into the Englil he 
toung, by H. Billingfley, Citizen of London. Wheveunto are annexed 
certaine Scholies, Annotations, and Inuenti-ons of the best Mathematic!- 
ens, both of time past, and in this our age. With a very frnitfull 
Preeface made by m. i. Dee, fpecifying the chiefe Mathematical! 
Scieces, what they are, and whereunto commodius: where, alfo, are 
difclofed certaine new Secrets Mathematicall and Meohanicall, vntill 
thefe our daies, greatly miffed. Imprinted at London by lohn Daye. 
Folio, title within a large woodcut, the folding table neatly repaired; 
calf gilt by Larhins, with the hooklabel of Laurence W. Modson 1570 


263 - BDCLIDES ELEMENTS OP GEOMETRY : The firft 71 Books : In a 

compendious form contracted and Demonftrated. By Captain 
THOMAS RUDD, Chiefe Engineer to his late Majefty. Whereunto is 
added, The Mathematical! Preface of M® JOHN deb. LONDON : Printed 
by ROBERT and william leybodrn for richard tomlins and Robert 
BOYDELL, the Sun & Bible neer Pie-comer, and at the Bulwark neer 
the Tower, mdcli. Sm. 4to., with diagrams ; a good and sound copy 
in calf 1651 

264 Bverard (T.). Stereometry or, the Art of Gauging made easier by the 

Help of a new sliding Rule: which shews the Area’s of Circles in 
Gallons and Ballelrs and the Square and Cube Root of any Number 
under lOOOOO by inspection; and also resolves many other arithmetical 
Problems without Pen or Compasses. The Second Edition, carefully 
corrected, and much enlarged. With an Appendix of Conick Sections 
. . . with "infolding plates; old calf 1689 
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265 Euler (L.). Methodus inveniendi Liaeas curvaa Maximi Minimive pro- 

prietate gaudentes. 4to., with 5 plates; half calf 

Lausanne and Geneva, 1744 

266 -Theoria Motuum Planetarum efc Cometarura. 4to., hound up with 

7 others (see helow) ; half calf Berlin, 1744 

Contents : I, Euler, Theoria Motuum Planetarum et Cometarum, 1744 ; 
II, Melandvi et Fvisii de Theoria Lun«e Commentarii, 1769 ; III, Kaestner, Disserta- 
tioues mathematics et physics, 1771; IV, Malus, Th^orie de la double B4fraction 
de la Lutni^re, 1810 ; V, Kastner, MathematUche Abhandlungen vevmischteu inhalts, 
1794; VI, Concise Account of the Origin of the new Class of 24-pounder Medium 
Guns, 1814 ; and two others. 

S67 - Opuacula varii Argument. 1746.—Conjectara plijsica circa 

Propagationem Soni ac Luminis. 1750.—Opusculorum Tomus III 
continens novam Theoriam Magnefcis. 1751.—3vo1s. in 1, am. 4to.,miA 
11 folding plates; half russia PerZin, 1746-1751 

268 - Soientia Navalis sen Tractatus de construendis ac dirigendie 

Navibus. ^ vo\s., 4i<3., with numerous plates; calf St. Petersburg, 1749 

269 ■ " Theoria Motnum Lnnae. 4fco., calf St. Petersburg, 1772 

270 ■■ OpQSCula analytica. 2 vols. in 1, 4to., with plates; old calf 

St. Petersburg, 1783-85 

271 - Theoria Motus Corporum solidoram seu rigidorum. Sm. 4to., 

with IS plates : half I'ussia Qrdfsioald, IISS 

2/2 FERMAT, varia opera mathematxca d. petri de fermat, senatoris 
TOLOSANi. Accellerant felectae quedam ejnl'dem Epii'tolae, vel ad ipfnm 
a plerifque doctifsimis viris Gallice, Latin5, vel Italice, de rebus ad 
Mathematicaa dilciplinas, aut Physicatn pertinenfcibnsfcriptse. tolos^, 
Apud JOANNEM PECH, Comitiorum Puxenimm Tjpographum, juxta 
Collegium PP. Sooietatis jesd m. dc. lxxix. Folio, with the rare por¬ 
trait and b folding plates; a very fine copy, contemporary calf 

Toulottse, 1679 

The correspondence includes letters from and to eminent mathematicians such 
as Sir Kenelm Digby, Pascal, Mersenne, and Wallis. “ Fermat est le veritable in- 
venteur da calcul differentiel.” — Laplace. 

273 - the same. Folio, without the portrait, Montucla’s Annotated 

Copy ; contemporary half calf gilt 1679 

Montucla’a own annotated copy and therefore of great interest to the collector. 
An early 19th century inscription on the flyleaf reads as follows : ‘' Cet ezeniplaire a 
' ^t4 achet6 A. la vente des livres de M. Montucla, auteur de I’histoire des Math4ma- 

tiques; les note) marginales sont desa main.” 

The annotations and additions are many and interesting. They occur both 
in the margins and on separate leares. 

274 Ferrers (N. M.). An Elementary Treatise on Spherical Harmonics and 

Subjects connected with them. Cr. 8vo., cloth; scarce 1877 

275 Fischer (E.). TJntersuchungen iiber Kohlenhydrate und Fermente 

(1884-1908). Roy. 8vo., pp. viii, 912; sd. {pub. M. 22) Berlin, 19C9 

576 Forsyth (A. R.). A Treatise on Differential Equations. Second Edition. 
8yo , pp. xvi, 424 ; cloth 1888 

277 FOURIER (J.). Th6orib analytique de la Chaleur. 4to., with plates; 

half calf Paris, 1822 

278 -the same. Nouvelle Edition. 4to., with plates; a fine copy in 

darh brown morocco, gilt top, uncut Breslau, ] 883 

279 Franklin (Benjamin). Experiments and Observations on Electricity, 

made at Philadelphia in America. Fifth Edition. 4to., with 7 plates; 
calf , with bookplate of Peter Nouaille, Greatness 1774 

280 Presenius (C. R.). Quantitative Chemical Analysis. Seventh Edition. 

Translated from the sixth German Edition by A. Vacher [and C. E. 
Groves], 2 vols., 8vo., mf/i Titore fAaw 200 illustrations; cloth {pub. 
£1. 12s 6d) 1876-1900 

281 Gerard (E.). Le 9 ons sur I’Electricite. Quatrieme Edition. 2 vols., 

roy. 8vo., with numerous illustrations; half red morocco neat, uncut 

, Paris, 1895 
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282 GALILEO GALILEI. Opbre. Prima Bdizione completa. 15 vola., 

1842-56.—Supplements. 1856.—together, 16 vols. in 17, jmpl. 8vo., 
hds. - Firenze, 1842-56 

283 - . . . Systema Cosmicum . . . Sm. 4to., with portrait, engraved 

tith, and numerous woodcuts; old calf Leyden, 1699 

284 GILBERT, gvilielmi gil- | bebti colcestren- | sis, 
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285 


corporibus & magno Magnete tellure, fex libris comprehenfus, a 
GDILIELMO GiLBERTO Colce-ftrenfi, Medico Londinenfi. In quibus ea, 
qase ad hanc niateriam fpectant, plnrimis & Argumentis dr experimentis 
exactifsime absolutifsi-me q 5 tractantur & explicantnr. Omnia nunc 
diligenter recognita, &■ emendatins quam ante in lucem edita, aucta 
& figuris illultrata, opera A I'tudio D. wolfgangi lochmans, i. u. d. & 
Ma'thematioi. . . . sedini, Typia gotzianis. anno m. do. xxxiii. Sm. 
4to., with plates and diagrams; calf Stettin, 1633 

286 Gordon (J. E. H.). A physical Treatise on Electricit)’- and Magnetism. 

2 vola., roy. 8vo., pp. xviii, 323, xviii, 295, with 52 plates and numerous 
illustrations throughout the text; cloth {puh. £1. 16s) 1880 

287 Gyld^n (H.). Traite analytique des Orbites absolues des huit Plan^tes 

principalea. Tome. I. Theorie gen^rale des Orbites absolues. 4to., 
pp. viii, 577 ; sd. {puh. 35^.) Stockholm, 1893 

288 Hagen (J. G.). Arithmetiscbe und algebraische Analyse. Roy. 4to., 

pp. viii, 399 (pub. 30 M .); cloth Berlin, 1891 

SyjiojJiis der hbheren Mathematik, vol. I. 

289 HAMILTON (W, R.), Lectures on Quaternions. Svo., cloth 1853 

290 -Elements of Quaternions. 8vo., half calf 1866 

291 -the same. Second Edition. Edited by C. J. Joly. 2 vols., 4to., 

cloth (pub. £2. 2s net) 1899-1901 


292 Heath (R. S.). A Treatise on geometrical Optics. 8vo., pp. xviii, 356, 

illustrated ; cloth (pub. 12^ 6d) 1887 

293 Higgins (B.). A philosophical Essay concerning Light. Vol. I. 8vo., 

all published, pp.\v7,2bQ, with folding plate; half calf; scarce 1776 
The author was operator to the Society for philosophical E.X2)eriments a^id 
Communica tions. 

294 HOPTON (A.). Speculum Topographicum: or the Topograpbicall 

Glaft’e. Containing the vfe of the Topograpbicall Glaffe. Theodelitus. 
PJaine Table, and Circumferentor. With many Rules of Geometry, 
Aftronomy, Topography, perfpectiue, and Hydrography. Newly fet 
forth by Arthur Hopton Gentleman. Sm. 4to., with numerous cuts 
and diagrams, the margins of the first three leaves repaired; old calf, 

rebacked 1611 (?) 

The woodcuts are of much interest and include maps of the world, England, 
and some of the counties. The map on p. 3 includes “ Pai-ts newly difoouered.” 
Nova Franda, Virginia, Nora Hispania, etc. 

295 Hutton (C.). Mathematical Tables; containing the common, hyper¬ 

bolic, and logistic Logarithms. Also Sines, Tangents. Secants, and 
versed Sines, both natural and logarithmic. Third Edition. Roy. 
8vo., bds., uncut 1801 

A Course of Mathematics. Eighth Edition, with many Cor- 


296 


rections and Improvements. By O. Gregory. 3 vols., neatly bound in 
caZ/.—A Key to the Course of Mathematics. With an Appendix by 
0. Gregory. By D. Dowling. 1 vol., half calf. —together, 4 vols., 
8vo. 1824-27 
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o97 HUNTER (A.), a treatise, op weights, METS AND MBASVRBS OP SCOTLAND. 

WITH THEIR QVANTITIES, and TRVE Foundation, and fundrie profitable 
Obfervations, ariling vpon everie one of them. Together with Art of 
Metting, meafuring & compting all fort of Land with diverfe Tables. 
BY ALEXANDER HVNTAR, BVRGES OP BDINBVRGH. PROVERBS, cbap. 20. 
verfe, 10. Diverfe Weightes, and diverle Meafures, both thefe are 
abbominations vnto the LORD, edinbvrgh, Printed by lohn Wreittoun, 
and are to bee folde at his Baith, at the Nether-Bowe. 1(524 with 
license. 
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299 


300 
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395 


Sm. 4to., with diagrams ; newly hound in vellum Edinburgh, 1624 
On flyleaf: “ Georgius Watfon: aucht this bulk 1630. Press A shelf 3 No : 46.” 

Hutcheson (P.). His Life, Teaching and Position in the History of 
Philosophy. By W. R. Scott. 8vo., pp. xx, 296 ; cloth 1900 

Iles (G.). Flame, Electricity and the Camera. Man’s Progress from 
the first Kindling of Fire to the Wireless Telegraph and the Photo¬ 
graphy of Color. 8vo., with %'2 plates and 93 illustrations ; cloth 1900 
Jordan (W. L.). Essays in Illustration ofthe Action of astral Gravitation 
in natural Phenomena. 8vo., with 3 plates and 34 diagrams; cloth 1900 
Kelly (F. W.). Hand-book of practical Surveying. Fourth Edition. 
With considerable Additions and Improvements. 8vo., with infolding 
plates; cloth Calcutta, 1893 

KEPLER (J.). Opera omnia. Edidit C. Frisch. 8 vols., roy. 8vo..half 
calf neat (pw&. £5. 14»- in cloth') Frankfort, 1858-71 

- nova stereometria DOLiORVM viNARiORVM, IN PRI-Mis Auforiaci, 

figurae omnium aptifsimae ; et usos in EO virg^! cuBi-cse compendio 
fiffimus & pla-ne fingularis. Acceffit sterbometrij! ARCHiME-deae 
Supplementum. Authors loanne Kepplero . . . anno m.dc.xv. lincii 
Excudebat joannes plancvs, fumptibus Authoris. 

Sm. folio, with diagrams; limp binding 
EPITOME ASTRONOMIAB Copernicimse . . . Sm. 8vo., 


A 9 

diagrams, the title mended ; old stamped pigskin with tyers 
loannis Keppleri harmonicbs mvndi libri v 


Linz, 1615 
with many 
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. . Lincii 
Excudebat 


306 


3(J7 


308 


309 


310 

311 


312 


Auftrise, Sumptibus godopbedi tampachii Bibl. Francof. 
ioannes plancvs. anno m.dc.xix. 

Sm. folio, A. copperplate and diagrams; calf, with the arms and 
monogram on the sides and back of Thuanus and Gaspard de la Chastre 

Linz, 1619 

Kersey (J.). The Elements of that mathematical Art commonly called 
Algebra, expounded in two Books ... To which is added, Lectures 
read in the School of Geometry in Oxford . . . By Dr. E. Halley . . . 
Sm. folio, with portrait and diagrams ; calf 1717 

Kirchofper di Kirchopfen (P. M.). . . . L’Aritmetica mascherata con 
18. Centurie di Problem! novissimi, matematici, politici, e curiosi, 
insieme coll’ Idea dell Arte d’approfittari nel caminar per il Hondo 
. . . \2mo., with 2 folded plates; vellum FenVce, 1673 

Lacroix (S. F.). Traite du Calcnl differentiel et du Calcul integral. 
Seoonde Edition, revue et augmentee. 3 vols., 4to., best edition, with 
plates; half calf Parw, 1810-19 

- Mecanique analytique. Troisi5me Edition, revue, corrigee et 

annotee par J. Bertrand. 2 vols., 4to., half calf Paris, 1853-55 

Best edition, revised by Bertiand. 

Lam6 (G.). Lemons sur les Fonctions inverses des Transcendantes et les 
Surfaces isothermes. 8vo., half calf Paris, 1857 

- Lemons sur la Theorie mathematique de I’Elasticite des Corps 

solides. Deuxieme Edition. 8yo., with folding plates; half calf 

Paris, 1866 

Landolt (H.). Handbook of the Polarisoope and its practical Applica¬ 
tions. Adapted from the German Edition by D. C. Robb and V. H. 
Veley. With an Appendix by J. Steiner. 8vo., illustrated; cloth; 
scarce 1882 
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313 LANSBERG. philippi lansbergi tabvlab motvvm coelesti-um perpetd^ ; 

Ex omnium temporum Obfervationibus conftruot®, temporumque 
omnium Obfervationibus confentientes. item Nov® etgenuin® Motuum 
ccelef-tium theoric^. ^5* Aftronomicarum obfservationum thesaurus. 
MIDDELBORGl ZELANDI®, Apud ZACHARIUM BOMANUM. M. DC. XXXII . . . 

Sm. folio, with engraved title and portrait, Flamsteed’s Copy, with 
his signature on the title page; contemporary caff, with the bookplates of 
Thomas Bateman and Sir Qeorge Shuckhurgh Middelburg, 1632 

On the flyleaf is the inscription ** Hcnricus Boiergihier Non est mortale, gnod 
opto Loncl. 8 Junij 1633 pret. 10*1.” 

314 LAPLACE (P. S.). CEUVBES. 7 vols., 4to., a fine copy in half dark 

green morocco neat Paris, 1843-47 

315 -the same. 7 vols. in 4, 4to., a very fine copy in fzdl red levant 

■morocco, gilt edges 1843-47 

Contents : Vols. I—V, Traits de M^eanique celeste; VI, Exposition du Syst4me 
du Monde ; VII, Th^orie analytiqne des Probabilit^s. 

316 - TRAITE de MECANIQUB CELESTE. Quatrieme Edition, 

reimprimee d’apres TEdition princeps de 1798-1825. 5 vols., 4to., 

with portrait / sd. Paris, 1878-82 

(E‘ivre$ caniplltet,ptibliees sous les Auspices VAcadiinie des Sciences, vole. I—V. 

317 -the same. Part the first. Translated and elucidated with explan¬ 

atory Notes by H. H. Harte. 2 books in 1 vol., 4to., pp. xii, 276, x, 
419; half russia Dublin, 1822 

318 -the same. Translated, with a Commentary, by N. Bowditch. 

4 vols., 4to., hds., uncut; or, half morocco; very rare Boston, 1829-39 

Only 250 copies were printed. 

319 - Theorie analytique des Probabilites. Troisifeme Edition. 4to., 

pp. clxxiii, 61-5; sd. Paris, 1886 

(Euvres computes publUes sous les Auspices de I’Acadimie des Sciences, vol. VII. 

320 LEWIS (Sir G. C.). An Historical Survey of the Astronomy of the 

Ancients. 8vo., cloth; scarce 1862 

321 Letbourn (T.). The Mathematical Questions, proposed in the Ladies’ 

Diary, and their Answers, together with some new Solutions, from its 
Commencement in 1704 to 1816. 4 vols., 8vo., half calf neat 1817 

322 -The Art of measuring or, The Carpenters new Rule Defcribed and 

Explained. Purnifhed with variety of Scales, fitted for the more 
fpeedv Menluration of divers Superficies and Solids, with all neceli'ary 
requil'its appertaining thereunto . . . Together with the Delcription 
and Die of the Logarithmical Tables of Propor-tion in Arithmetick and 
Geometry; All'o their particular Application in the Mea-furing of 
Superficies and Solids, as Board, and Timber, Glafs, Pavements, 
Wainfcot, Plaifcering, Brick-works, Tyling, Gaging, <fec. Of fingnlar 
Ufe for Work-men, Artificers, and other Ingenious perfons, that 
delight therein. Compofed and Pnblil'hed by W. Leybourne Math. 

. . . 1669. Sm. 8vo., with frontispiece, folding rule and diagrams; 
contemporary calf, very fine copy 1669 

323 - DIALLING, plain, concave, convex, projective, reflective, refractive, 

shewing, how to make all such dials, and to adorn them with all ufeful 
furniture Relating to the Courfe of the sun; performed arithmetically, 

GEOMETRICALLY, INSTRUMENTALLT and MECHANICALLY . . . The SECOND 
EDITION corrected, and two New Tractates added . . . mdcc. Sm. folio, 
BEST EDITION, with portrait by R. White, and numerous folding plates of 
diagrams, etc.; a large and fine copy in the original calf 1700 

324 Lockyer (Sir J. N.). Contiibutions to Solar Physics. 8vo., with 1 plates 

and 175 illustrations; cloth (^pub. £1. llfi 6ti) ; out of print 1874 

325 --Stargazing: past and present. Roy. 8vo., pp. xiv, 496, with 

frontispiece and 217 illustrations; cloth (^puh. £1. Is) ; out of J5n'»il878 
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LIBRI (G.). HISTOIRE des SCIENCES MATHEMATIQUES en 
ITALIE, depuis la Renaissance des Lettres jnsqn’a la fin da dix- 
septieme Siecle. 4 vols., large 8vo., Large Paper ; a very -fine copy in 
full olive morocco, by Bedford 18 38-41 

-A COLLECTION op PIECES by LIBRI in 3 vols., roy. 8vo., 

4to., and roy. 4to., a very fine set in full olive morocco, by Bedford, n. d. 

Contents 

Des Manascrits icedits de Fermat 1839 
Notice des Manuscrits de quelques Bib- 




Memoria Bopia la Fiamma 1827 

Saggio d’EBperlenze elettrometricha del 
Mananmi 1825 

Intorno ad alcuci Oggetti di Fisica 1628 
Kotico biographique sar N. H. Abel 
Memoire sur la Theorie mathSmatique 
des Temperatures terrestres 1833 
Lettres a un Am^ricain sar I’Etat des 
Sciences en France. Troisi^me Lettre. 
M. Poisson 1840 

Essai sur la Tie et les Travaox de 
Galilee 1841 

Souvenirs de la Jeunesse de Napoleon 
tires de ses Manuscrits in^dits 1842 
Fermat 1845 

M4moiresur la Tb^oriedesNoxnbres 1833 
Memoire sur Plnt^gration des liquations 
lin4aires aui Differences da second 
Ordre et des Ordres superieurs, a Co¬ 
efficients constants ou variables 1834 
Note sur les Valeurs de la Fonction Oo^ 


liotheques des Departements 1842 

Memoire sur TEmploi des Fonctions 
discontinues dans TAnalyse, pour la 
Bechercbe des Formulees generales 

1842 

Fonerailles de Lacroix. Discoars de 
Libri 1841 

Memoire sur la Resolution d’une Classe 
d'^qnations numeriques 1843 

Catalogue des Manuscrits de la Biblio- 
tbeque de Seminaire d'Autun 1816 

Memoria sopra la Teoria dei Numeri 1820 

Memoires de Mathematique et de Phy¬ 
sique. Premier Cabier 1827 

Memoires de Mathematique et de Phy¬ 
sique. Tome premier. At the end U 
the Ucemc topi'int (/« MS.) and seal 
of the Florence Censor 1829 

also a few others not given in the 
above list. 


326 


321) 


330 


Notice des Collections historigues qui se 
publient it Tunn 1839 

Loomis (B.). An Introduction to practical Astronomy, witli a Collection 
of astronomical Papers. %vo., with numerous diagrams; half calf 

Neto York, 1855 or 1866 

Love (A. E. H.). A Treatise on the mathematical Theory of Elasticity. 
2 vols., 8vo., with diagrams; cloth (pui. £1. 4^) 1892-93 

(J.). GEOD.ffiSiA: OB, THE ART OF SURVEYING AND Meafaring o£ Land, 


333 


Made easib. shewing By Plain and Practical Rules. How to Survey, 
Protract, Cal't up, Reduce or Divide any Piece of Land whatlbever; 
with New Tables for the eafe of the Surveyor in Reducing the 
Meal'ures of Land, moreover, A more Facile and Sure Way of 
Surveying by the Chain, than has hitherto been Taught, as also. How 
to Lay out New Lands in America . . . By JOHN love. Philomath . . . 
LONDON : Printed for JOHN taylor, at the Ship in S. Paul's Church- 
Yard. MDCLXXXViir. Sm. 4to., tooodcttis; a large and fine copy in 
old calf 1688 

On page 132 occurs Of laijinu out Hcio Lands, ixh-y useful for the Surveyors, in 
his Majesty’s Plantations in America. 

MAGNITZKIJ (L.)-. (Translation:) ARITHMETIC, that is the Science 
of Reckoning. Translated from the various Dialects of the Slav 
Language. Sra. folio, in Russian, with frontispiece, 3 folding tables, 
woodcuts, and 2 copperplates, 4 ll. remargined and a comer mended; hf. 
Id.; RARE Moscoto, 1703 

332 MAURO. annotationi sopra la lettione della speba del sacro bosco 
. . . Authore M. Mauro Fiorentino . . . 8vo., wii/i diagrams; a large 
and fine copy in half green morocco Florence, 1550 

Maxwell (J. C.). A Treatise on Electricity and Magnetism. 2 vols., 
8vo., with 20 plates and numerous illustrations througJwut the text; cloth 
(puh.£l.lls6d) 1873 

MBIBOMIIJS. Marci Meibomii Dialogus de Proportionibus . . . Sm. 
folio, the Author’s own Copy, with many neatly written marginal 
additions; old vellum Gopenhage^i, 

An interesting copy of a celebrated book. The author was librarian to the King 
of Denmark. He wrote the above before he was twenty-five. 
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335 Michell (J.). A Treatise of artificial Magnets; in whioh. is shewn an 

easy and expeditious Method of making them, superior to the best 
natural Ones . . and also, a Way of improving the natural Ones, and 
of changing or converting their Poles. Directions are likewise given 
for making the Mariner’s Needles in the best form, and for touching 
them most advantageously, etc. . . . Sm. 8vo., pp. 81; with folding 
plate; sd.; scarce Cambridge, 1750 

336 MODERN ELECTRIC PRACTICE. Prepared under the Editorship of 

M. Maclean. New Edition. 6 vols., roy. 8vo., mth nearly 2000 
illustrations; cloth {^puh. £,2.\4:s net) 1909 

337 MONTDCLA (J. P.). HISTOIRE des MATHEMATIQUES. Nouvelle 

Edition, augmentee. 4 vols., 4to., best edition, with plates; calf, 
rehacked Pans, 1799-1802 

338 -the same. 4 vols., 4to., hf. hd. neat 1799-1802 

339 -the same. 4 vols., 4to., half morocco, gilt tops, uncut 1799-1802 

340 MORGAN (S.). Horologiographia Optica, dialling Vniverfall and 

Particular: Speculative and Praeticall. In a threefold pr^ecognita, 
viz. Geometricall, Philofophicall, and Aftronomicall; and a threefold 
practife, viz. Arithmetical!, Geometricall, and Instrumental!. With 
diverle Propol'itions of the ufe and benefit of fhadows, ferving to 
prick down the Signes, Declination, and Azimuths, on Sun-Dials, 
and diverfe other benefits. Ilinftrated by diverle Opticall Conceits, 
taken out of Augilonius, Kercherius, Clavius, and others, lastly, 
TOPOTHESIA, OB, A feigned defcription of the covrt OP art. Pull 
of benefit for the maHng of Dials, Ufe of the Globes, Difference of 
Meridians, and moft Propofitions of astronomie. Together with many 
ufetull Inl’truments and Dials in Braffe, made by Walter Hayes, at 
the Croffe Daggers in More Fields. Written by Silvanus Morgan. 
LONDON, Printed by R. and W. Leybourn, for Andrew Kemb, and 
Robert Boydell, and are to be fold at St. Margarets Hill in Southwark, 
and at the Bulwark neer the Tower. 1652. 

Sm. 4to., with frontispiece and numerous diagrams; blue calf gilt, 
gilt edges 1652 

341 MORINUS (J. B.). Tabul® Rudolphin© ad Meridianum Uraniburgi 

supputat© a Joanne Baptista Morino . . . Sm. 4to., with numerous 
tables and diagrams, stamped monogram on title with date 1695; OLD 
FrENCB red MOROCCO EXTRA, TOOLED SIDES, GILT EDGES, BY Lb GaSCON 

Paris, 1650 

342 NEWTON (Isaac). A Collection op his Works (as described below). 

14 vols., 4to., with portrait and numerous plates; a fine set, uniformly 
bound in russia, vnth the bookplate of George McMaster 1736-1802 

Contents 

The Method of Fluxions. Translated by J. Colson 1736 

Optice. Latine reddidit S. Clarke Laumnne and Geneva, 1740 

Opuscula. Collegit J. Castillioneus. 3 vols. ibid., 1744 

Two Treatises of the Quadrature of Curves. Translated by 3. Stewart 1745 

An Account of Sir Isaac Newton’s Philosophical Discoveries By C. Maclaurin 1748 
Philosophiffi naturalis Prinoipia mathematica. Pei-petuis Commentariis illustrata, 
communi studio T. Le Seur & F. Jacquier Geneva, 1760 

Avithmetiea universalis. Cum Commentario J. CastilHonei. 2 vols. Amsterdam, llQl 
Excerpta quaedam e Newtoni Principiis Philosophiae naturalis. Cum Notis variorum 

Cambndge, 1766 

Mathematical Principles of natural Philosophy. Translated by B. Thorp 1802 

343 -OPERA qu© exstant omnia. Commentariis illnstrabat S. Horsley. 

5 vols., 4to., rustia 1779-85 

344 -Lectiones optic©. 8ro. 4to., old calf, neatly repaired, with bookplate 

of Alexander Belsches 1729 

345 --the same. Sm. 4to., old calf, F. Maseres' copy 1729 

346 -Philosophi© naturalis Principia mathematica. Editio tertia. 

4to., with portrait by Vertue after Vanderbank; calf, with the rare 
bookplate of James Ker of Moristoun 1726 

347 the same. 4to., calf, F. Maseres' copy with signature 1726 
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NAPIER (J.). MiEiPici I Logarithmorum | CaDonis deforiptio, | Bjulque 
ufus in utraque | Trigonometria; nt etiam in [ omni Logiftica 
Matfaematica, | Amplifsimi, Facillini, &> \ eipeditifsimi explieatio. ( 
Anthore ac Tnventore, | ioannb nepfeo, | Barone Merchiftonii, | &c. 
Scoto. I BDINBURGI, | Ex ofiBcin^ ANDREW HART j Bibliopolse, CT0.DC.XI7. 1 
Sm. 4to , with woodcut title {very neatly mended) and diagrams, tie 
last leaf in MS,; a large copy in contemporarg calf, with the bookplate of 
Henry Richards Luard'; vert rare Edinburgh, 1614 

A copy of the first issue with the uncorrected pa^nation of pp. 14-15. 

The transcription in place of the last printed leaf was made in 1806 by Bichard 
Person, the scholar and critic (see note on back of title-page). 

RABDOLOGI.E, [ SEV NVMBRATIONIS [ PER VIRGULAS | LIBRI DVO : | Cum 


m 


361 


APPENDiCE de expeditifsi- | simo mtltiplicationis [ promptvario. 
Qaibus aeceffifc & arithmetics ] LOCALIS liber vnvs. j Autbore & 
Inrentore joannb | nepero, Barone Mer- | CHiSTONii, &c. | Scoto. j 
EDiNBVEGi, I Excudebat Andreas Hart, 1617. ] 

12mo , with diagrams and folding plates ; a good copy in dark blue 
morocco 1617 

-the same. 12nio., a very fine copy in the original vellum 1617 

“A posthumous work. Napier’s rods are well known, and this book is the 
(lescriptio princeps of them, with applications. The use of decimal fractions, 
expressly attributed to Stevinus, renders it remarkable .”—De Morgan. 

- LOGAEITHMORVM CANONIS DESCEIPtlO . . . LVGDTNI, Apud Barth. 


Vincentinm. m.dc.xx . . . 

- MIEIPICI LOGAEITHMORVM CANONIS CON-STRVCTIO 


362 


3^3 


364 


3^6 


35te 


. . LVGDVNI, Apnd 
Bartholomseum Vincentinm, fob Signo Victorise. M.DC.xx . . . 

-2 books in 1 vol., sm. 4to., whole hound, with the arms of J. Gemez de 

la Cortina on sides Leyden, 1620 

NASMYTH (J.) and J. Carpenter. The Moon : considered as a Planet, a 
World, and a Satellite. 4to., with numerous looodcuts and 24 finely 
produced photographic plates ; cloth 1874 

NICERON (J. F.). La perspectivb curieusb on Magie artificielle des 
Effets merveilleux. De TOptique, par la Vision directe. La 
Catoptrique, par la Reflexion des Miroirs plats, cjlindriqnes & 
coniques. La Dioptrique, par la Refraction des Crystaux . . . Par le 
Pere F. Jean Fran 9 ois Niceron . . . Paris . . . m. dc. xxxviii . . . 
Folio, with frontispiece by Daret, and plates by J. Blanchin and the 
Author; old calf Paris, 1638 

NORWOOD (R.). tbigonometrie. or, the doctrine op triangles : 
Divided into two Bookes : The firft I'he'wing the meninration of Right 
lined triangles : The fecond of Spherical!: With the grounds and 
demonl'trationa thereof. Both performed by that late and excellent 
invention of logarithmes, after a more eafie and compendious manner, 
than hath been formerly taught. Whereunto is annexed (chiefly for 
the ule of Seamen,) A Treatile of the application thereof in the three 
principall kindes of failing. With certaine neceffary Tables ufed in 
navigation. By richard Norwood . . . London, Printed by william 
TONES, 1631. 

Sm. 4to., a very fine copy in contemporary limp vellum 1631 

-the same. Second Edition. 1651 .—the sea-mans practice. Con 

tayning A pvndamentall probleme in Navigation, experimentally 
verified : Namely, Touching the Compafle of the Earth and Sea, and 
the quantity of a Degree in our Englifh measures, also. An exact 
Method or forme of keeping a reckoning at Sea . . . 1644 —two 
books in 1 vol., sm. 4to., contemporary calf, rehashed 1651-44 

Observations of the International Polar Expeditions, 1882-83. Fort Rae. 
Roy. 4to.,pp. xiv, 326, loith S2 folding plates; cloth 1886 

‘ ‘ The observations, of which a record is contained in this volume, were made at 
Fort Eae, on the Great Slave Lake, during the 12 months extending from Sep¬ 
tember 1, 1882 to August 31, 1883.”— Preface. 
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357 Olitibr (T.). Conrs de Geometrie descriptive. Deuxieme Edition. 
1 vol., 4!to. (text), 1 vol., roy. 4to. (atlas), Jif, hd. Pom, 1863 

368 OzANAM. Recreations mathematical! and physical; laying down, and 
solving many profitable and delightful Problems of Arithmetick, 
Geometry, Opticks, Gnomonicks, Cosmography, Mechanicks, Physicks 
and Pyrotechny . . . with plates an,d woodcuts ; calf 1708 

359 Parker (G. W.). Elements of Astronomy, with numerous Examples and 

Examination Papers. 8vo.,^p. x, 254, cloth 1900 

360 Pearson (W.). An Introduction to Practical Astronomy: containing 

Tables, recently computed, for facilitating the Reduction of celestial 
Observations; and a popular Explanation of their Construction and 
Use. 2 vols. in 3, roy. 4to , MJifA 3 L pZa/es ; hds. 1824-29 

361 -the same. 2 vols., roy. 4to., half calf 1824-29 

362 Penrose (P. C.). On a Method of predicting by graphical construction, 

Occultations of Stars by the Moon and Solar Eclipses for any given 
Place, together with more rigorous Methods of Reduction for the 
accurate Calculation of Longitude. Second Edition. Folio, with 4 

plates and 10 tables; cloth (pub. 12s net) 1902 

Tbis book contains skeleton forms for working out cases in practice. 
Potter (R.). An Elementary Treatise on Optics. Svo., with diagrams; 
cloth 1847 

-the same. Second Edition, revised. 2 vols., 8vo.,i^)^^& dmgrrams ; 

cloth 1851 

-■ ■ ■■■ — An Elementary Treatise on Mechanics. Second Edition, revised. 

8vo., with diagrams ; cloth 1818 

POWER (H.). EXPERIMENTAL PHILOSOPHY. In Three Books: Containing 
New Experiments, Microfcopical, Mercurial, Magnetical. With Ibme 
Deductions, and Probable Hypotheses, railed from them, in Avouch 
ment and Illuftration of the now famous Atomical Hypothefis . . . 
Sm. ito., half calf 1664 

The title to pt. 3 is as follows: Rxpervneiital Philosophy. The Third Book, 
Containing Experiments magnetical: With a Confutation of Grandmiciis . . . 

367 PRICE (B.). A Treatise on Infinitesimal Calcdlds ; containing 
Differential and Integral Calcnlus, Calculus of Variations, Applications 
to Algebra and Geometry, and Analytical Mechanics. 4 vols., Rvo., 
with 13 plates; cloth', scarce 1852-62 
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368 PTOLEMY. Sacratissime Astronomie Ptholemei Liber diuersaru rerum; 

Quern scripsit ad Heristhonem filium suu . . . (Colophon on fol. 14a:) 
Explicit . . . 1509 . die tertio Aprilis . Uenetijs In ^dibus Petri 
Liechtenstein . . . Sm. 4to., Gothic letter, 14 leaves, double columns, 
with a diagram and an historiated initial; calf Venice, 1509 

369 - CLAVDii PTOLEMAEi LIBER DE ANALBMMATB, A Federico Commandino 

Vrbinate inftauratus, & commentaviis illaftratns, Qui nuuc primum 
eius opera e tenebris in lucem prodit. Eiufdem Federici Commandini 
liber de Horologiorum deferiptione. romae, m.d.lxii. Apud Paulum 
Manutium Aldi P. Rome, 1562 

- PTOLBMAEI PLANISPHABRIVM. lORDANI PLANISPHABRIVM. FEDERICI COM 

MANDINI VRBINATIS IN PTOLEMAEI PLANISPHABRIVM COMMBNTARIV8. In qUO 
uniuerfa Seenograpbices ratio quam-breuifsime traditur, ac demonftra 
tionibus confirmatur. aldvs venetiis, m.d.lviii. Venice, 1568 

Commandino. federici commandini vrbinatis liber de centro gravitatis 
SOL iDORVM . . . bononiab, Ex Offioina Alexandri Benaccii. mdlxv. 

Bologna, 1565 

ABCIIIMIDBS. ARCHIMEDIS DB IIS QVAE VRHVNTVR in AQVALIBRI DVO. a FEDERICO 
commandino vrbinate IN PRISTINVM NITOREM RBSTITVTI, ET COMMBNTARIIS 
illvsirati . . . BONONIAB, Ex Officina Alexandri Benacii. mdlxv. 

Bologna, 1565 

" ' 4 works in 1 vol., sm. 4to., with diagrams; very fine copies in old 
vellum 1562-58-65 
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Peatt (J. H.). a Treatise od Attractions, Laplace’s Functions, and the 
Figure of the Earth. Fourth Edition. Cr. Sro., pp. xvi, 246, illus¬ 
trated ; cloth 1871 

Proctor {R. A.). The Sun: Ruler, Fire, Light, and Life of the planetary 
System. Second Edition. 8vo., pp. xxviii, 504, with 106 illustrations 
in the text and 10 lithographic-plates (7 coloured); cloth (pub. 14s) 1872 

--The Universe and the coming Transits. Roy. 8vo., pp. xiv, 304, 

with 23 plates and 22 vjoodcuts ; cloth (pub. 16s) 1874 

— ■■■ Other Suns than ours. Post8vo.,pp. viii, 4i\.Q-,illu8trated; cloth 1903 

-Other Worlds than ours. Post 8vo., pp. xiv, 318 ; cloth 1095 

-Pleasant Ways in Science. Post 8vo., pp. viii, 402 ; cloth 1905 

The Orbs around us. Post 8vo., pp. xii, 336 ; cloth 1906 

— - Our Place among Infinities. Post 8vo., pp. vi, 288 ; cloth 1908 

RAMEE (P. la). VIA REGIA AD GBOMETBIAil. THE WAY TO GEOMETRY. 

Being neceflary and ufefull, fob Aftronomers. Geographers. Land- 
meaters. Sea- men. Engineres. Architecks. Carpenters. Paynters. 
Carvers. &o. Written in Latine by peter bamvs, and now Tranl'lated 
and much enlarged by the Learned Mi^ william bedwell. London, 
Printed by Thomas Cotes, And are to be fold by Michael Sparke ; at 
the blew Bible in Greene Arbour, 1636. Sm. 4to., with numerous dia¬ 
grams ; contemporary vellum 1636 

RATHBORNE. the i SVRVEYOR I in | Foure bookes | by j aaron rath- 
borne I . . . (At foot:) LONDON \ Printed by W: Stansby for, W: 
Burre. [ 1616. | 

Collation : Portrait of Bathborne by Simon de Pass ; engraved title ; portrait 
of Prince Charles (afterwards Charles I) by Delaram ; dedication ; preface, 2 U .; 
B—V8, X* (X* blank, missing.) 

DIGGES. A GEOMETRICAL PRACTICAL [ TRBATIZE NAMED PANTOMETRIA, | 
diuided into three Bookes, longimbtra, planimbtra and | stereometria 
. . . (Atfoot:) LATELY REVIEWED BY THE AVTHOR himielfe, and aug 
mented with fundrie Additions, Diffini- | tions, Problemes and rare 
Theoremes, to open the pas- | sage, and prepare a way to the vnder 
ftanding | of his Treatize of Martiall Pyrotechnie | and great Artillerie, 
hereafter to be I publilhed. I at London | Printed by Abell Jeffes. [ 
anno. 1591. I 

—— the two works in 1 vol., sm. folio, each with tooodcuts, the bottom 
margins somewhat stained; good copies in the original calf 1616-1591 

The two portraits in the first-named work are fine specimens of great interest. 
That of Bathborne is a proof before letters. 

RECORD (R.). THE GROVND op ARTS. TEACHING THE PERFECT worke and 
practife of Arithmeticke, both in whole Numbers and Fractions, after 
a more eafie and exact forme then in former time hath beene let forth : 
Made by m. robert record d. in Phyfick. Afterward, augmented by 
Mr. lohn Dee. And fince enlarged . . . By iohn mellis . . . London, 
Printed by THO. harper, for Iohn Haril'on . . . Sm. 8vo., the date 
erased, comer of Htlepage neatly mended; eld calf ? 1646 

. the same. . . . Printed by James Fief her . . . 1658. Sm. 8vo., 

old calf 1658 

-the same. 8vo., old calf 1662 

Rbichenbach (K. von). Researches on Magnetism, Electricity, Heat, 
Light, Crystallization, and chemical Attraction, in their Relations to 
the vital Force. Translated and edited by W. Gregory. Pts. I and 
II. 8vo., pp. xlviii, 464, with S plates and 23 woodcuts; cloth 1850 
Richardson (W.). A Catalogue of 7385 Stars, chiefly in the Southern 
Hemisphere, prepared from Observations made in 1822-26, at the 
Observatory at Paramatta, N.S.W., founded by Sir T. M. Brisbane. 
4to., pp. xii, 311, with plate ; bds.. Autograph Presentation Copy to 
W. S. B. Woolhouse 1835 

Rudaux (L.) . How to study the Stars. Astronomy with small Telescopes 
and the naked Eye, and Notes on celestial Photography. Translated 
by A. H. Keane. 8vo., pp. 360, 79 illustrations; cloth 1909 
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386 RIDLEY (M.). a shoet j tbeatise ) of Mai^neticall 1 Bodies and 

Motions. By [ Marke Ridley D*" in phyficke 1 and Philofophie 
Latly I Phyfition to tke Emperoar | of Rufsia., and one of eight 
principals or Elects of the | Colledge of Phyfitions | in London. 
LONDON. I Printed by Nicholas Okes. | 1613. | 

Sm. 4to., with engraved title hy EUtrack, portrait, and numerous 

cuts; old vellum; fine copy, with the bookplate of John Barlow 1613 

Bound up is T/ie Art of making Deoues by T. Blount, 1646. 

387 ROSCOE (Sir H. E.). Spectrum Analysis. 8vo., pp. xvi, 404, with 4 

coloured plates and 94 illustrations in the text} cloth 1870 

388 -- and C. Schorlemmer. A TREATISE on CHEMISTRY. 3 vols. 


£ s. d\ 


12 0 


0 4 0 


in 9, 8vo., with portrait of John Dalton and numerous illustrations; 

cloth {pub. £8. 175 ) ; cloth 1883-92 3 3 0 

Contents: Vol. I, The Non-metallic Elements; vol. II, pts. 1-2, Metals; vol. 

Ill, pts. 1-6, Organic Chemistry. 

389 ScHON (H. A. E. C. von). Hydro-Electric Practice. A practical Manual 

of the Development of Water Power, its Conversion to electric 
Energy, and its distant Transmission. Sm. 4to., with charts, diagrams, 
plans, etc.; cloth (piib. £1. Ss net) 1908 0 16 0 

390 Schuster (A.) and C. H.Lees. Advanced Exercises in practical Physics. 

Svo., pp. X, ZQ8, with diagrams; cloth 1901 0 6 ,6 

391 Scott (R. E.). A Treatise on the Theory of Determinants and their ■ 

Applications in Analysis and Geometry. 8vo.,fij>. xii,252 ; cloth (pub. 1 

12s) 1880 0 4 0 

392 Seller (J.). A Pocket Book containing severall choice Collections in 

Arithmetick. Astronomy. Geometry. Surveying. Dialling. Navigation. 

Astrology. Geography. Measuring. Gageing . . . Sm. 8vo., toith 
numerous engravings, some with volvelles; calf, fine copy 110 

393 Sberet (J. A.). Cours d’Algebre superienre profese k la Faculte des 

Sciences de Paris. Deuiieme Edition revue et augmentee. 8ro., 

with plate; calf Pam, 1854 0 6 0 

394 Serret (J. A.). Cours de Calcul differentiel et integral. 2 vols., 8vo., 

half calf Paris, 1868 0 10 0 

395 Simon (M.). Geschichte der Mathematik im Altertum, in Verbindung 

mit antiker Kulturgeschichte. 8vo., pp. xviii, 401; cloth Berlin,1909 0 14 ' 6 

396 SMITH (D. E.). RARA ARITHMETICA. A Catalogue of the 

Arithmetics written before the Year mdci. with a Description of those 
in the Library of G. A. Plimpton of New York. 2 vols., roy. 870 ., pp. 
xvi, 508, with important facsimiles comprising 8 plates (2 coloured) and 
aboutillustrations in the text; vellum jSosion, 1908 4 4 0 

A beautiful ^dition-de-luxe limited to 151 sets and printed on English hand-made 


paper. 

One of the most valuable features is to be found in the facsimiles. Many are of 
title-pages of rare first editions, but a large number illustrate the development of 
arithmetical processes and topics. There are shown, for example, the ** soachiero ” 
and “ gelosia” muhiplication as set forth in the first printed arithmetic (Treviso, 

1478), the “ galley ” division from this and several other works, the page with the 
first printed mention of a slate, sets of figurate numbers from Boethius (in a 1294 
manuscript and the first printed edition), the first square and the first triangular 
multiplication tables in print, the first traces of modern long division in manuscript 
and in print, pages from the first illustrated arithmetic, the first decimal point and 
the first scientific treatment of decimals, a page from the first arithmetic printed in 
England, pages of finger numerals, iUusti'ations of gauging, and the early use of 
counters in various countries. I 

Of the full-page plates the following are particularly valuable : a page from a I 

Boethius manuscript of 1294, one from a Campanus manuscript of Euclid (earlier I 

than 1260, and presented by Campanus to Urban IV), a curious illustration of a ' 

master teaching the Arab-Hindu numerals in 1444, from a manuscript of Sacrobosco, 
and a facsimile of a beautifully written manuscript of about 1450. 

397 Snvdbr (C.). The World Machine. The Firat Phase. The Cosmic 

Mechanism. 8vo., pp. xvi, 4:88, illustrated; cloth 1907 0 9 0 

398 Stokes (G. G.). Mathematical and Physical Papers. Vols. I—II, 870 ., 

cloth (pub. £1. 10s) Gam. Vniv. Press, 1880-83 0 15 0 

Vols. Ill—V can be obtained new at 12s Qd each net. 
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399 Smyth (C. P.). Teneriffe. An Astronomer's Experimenfc ; or, Specialities 
of a Residence above the Clouds. Sm. 8 vo., xvi, 452, with map 
and'2,0 photo-stereographs; cloth; scarce 1858 

—— (Capt. W. H.). A Cycle of Celestial Objects, for the Use of 
naval, military, and private Astronomers. 2 vols., 870 ., cloth 1844 

-the same. 2 vols., 8 vo., A Special Copy, the second volume having 

a large number of Official MS. Computations and Corrections (to 1870) 
by Peter Williamson and Thomas Heath; cloth 1844 

CoNTEHTS: 1, Prolegomena; 2. The Bedford Catalogue. 

An extremely interesting copy. On the flyleaf occur the following:— 

“ The Procession in A/R and Dec“, of the stars in this Catalogue were, during 
the months of August and Sept*", 1868, computed by me, according to order, for the 
period of time between 1840 and 1870. Peter Williamson.” 

“ The Right Ascensions for 1870 of all stars in this Catalogue, were revised, and 
the North Polar Distances for 1870 computed and revised by me during the months of 
Nov. and Dec. 1875, by order of the Astronomer Royal. Thomas Heath,” 

-the same. Revised, condensed, and enlarged by G. F. Chambers. 

8 vo., with frontispiece and text-illustrations; cloth (puh. £ 1 . Is) 1881 
The Cycle of Celestial Objects continued at the Hartwell 


402 

403 








Observatory to 1859, with a Notice of recent Discoveries, including 
Details from the .^des Hartwellianae. Roy. 4to , with 6 plates and 
numerous illustrations in the text ; cloth 1860 

4Q4 SPEIDELL (J.). a geometricall extraction, or a compendiovs col 
LECTION of the Chiefe and choyfe Problemes, Collected out of the beft, 
and lateft Writers, vvherevnto is added, about 30. Problemes of the 
Authors Inuention, being for the molt part, perfor- med by a better 
and briefer way, then by any former writer. By JOHN speidell, 
practitioner in the Mathematicks, and profel'for thereof in London. 
LONDON, Printed by Edward Allde, and are to be folde at the 
Authors houle in the fields betweene Pi’inces Streets and the Cockpit. 
1617. 

Sm. 4to., one or two headlines shaved; vellum; rare 1617 

40^ STRODE (T.). A short Treatise of the Combinations, Elections, Per- 
mntations & Composition of Quantities illustrated by several E samples, 
with a New Speculation of the Differences of the Powers of Numbers 
. . . Sm. 4to., sd. 1678 

40^ Tait (P. G.). Lectures ou some recent Advances in Physical Science, 
with a special Lecture on Force. Third Edition, revised. Svo., pp. 
XX, ^0%, illustrated; cloth (pub.^s') 1885 

40t Technological (A) and Scientific Dictionary. Edited by G. F. Goodchild 
and C. F. Tweeney. Sm. 4to., pp. viii, 875, illustrated; cloth (puh. 
185 6 d net) 1906 

40^ Theon. . . . THEONis SMYRN.EI PLATONici, Eorum, qufe in Mathematicis ad 
PLATONis lectionem vtilia lunt, Expofitio. e bibliotheca thvnaxa. Opus 
nunc primum editum, Latina verf ione, ac Notis iiluftratum ab ISMaele 
BVLLiALDO luliodunenfi. lvtbtij) parisiorvm, Apud lvdovicvm db 
LBVQVEVILLE . . . M. DC. XLiv. Sm. 4to., FiRST EDITION ; original vellum 

Paris, 1641! 

Bound with this is Socratin, Antisthcnis, et aliorii'ii Socraticonim Epistohe, 
Paris, 1637. 

409 Thomson (J. J.). Conduction of Electricity through Gases. Svo., pp. viii, 
566, with illustrations ; cloth Cambridge Physical Series, 1903 

41C TODHUNTER (I.). A History of the Progress of the Calculus of 
Variations during the nineteenth Century. Svo., cloth 1861 

411 Total Solar Eclipses (Reports on the) of July 29, 1878, and Jan 11, 
1880. Issued by the U. S. Naval Observatory. 4to., with 58 plates; 

cloth Washington, 1880 

Including Reports by W. Harkness, S. P. Langley, S. W. Very, and Ormond Stone. 

4121 Townsend (R.). The Modeim Geometry of the Point, Line, and Circle; 
being the Substance of Lectures delivered in the University of Dublin 
to the Candidates for Honor.'? of the first Year in Arts. 2 vols., Svo., 
vyith diagrams; cloth; or, bound in \ vol., half calf 1863-65 
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TYNDALL (J ). A Collection of his Works (as described below). 

18 vols., VARIOUS EDITIONS, cloth 1870-1899 

New editions of the others are published 


Nos. 1, 2, 3, and 17 are out of print, 
at £4. 17s partly net. 

1. On Badiation 1865 

2. Essays on the Use and Limit of the 

Imagination in Science 1870 

3. Address delivered before the British 

Association at Belfast 1874 

4. Essays on the Floating-Matter in the 

Air in relation to Putrefaction and 
Infection 1883 

5. SixLectnresonLight,1872-1873.1885 

C. Beseoi'ches on Diamagnetism and 
Magne-Crystallic Action 1888 

7. Fragments of Science: a Series of 
detached Essays, Addresses, and 
Beviews. 2 vols. 1889 


8. Notes of a Course of Seven Lectures 

on Electrical Phenomena and 
Theories, 1870 1889 

9. Notes of a Course of Nine Lectures 

on Light, 1869 1890 

10. New Fragments 1892 

11. Heat, a Mode of Motion 1892 

12. Lessons in Electricity, 1875-6 1892 

13. The Forms of Water in Clouds and 

Eivers, Ice and Glaciers 1892 

14. Sound 1893 

15. The Glaciers of the Alps 1896 

16. Hom-s of Exercise in the Alps 1899 

17. Natural Philosophy in Easy Les- 
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415 

416 


417 


sons n. d. 

Six Lectures on Light delivered in America in 1872-73. 8vo., 

X, 278, illustrated ; cloth { pub . 7 s 6 d ) 1873 

the same. Fifth Edition. 8vo., pp . x, 244, with portrait and 
illustrations ; cloth ( pub . bs ) 1895 


pp 


418 


419 


420 


421 


- Sound. Sixth Edition. 8vo., pp. xvi, 464, with frontispiece and 
illustrations ; cloth {pub. 10s 6d) 1895 

Vatican Observatory. Specolo Vaticana. Catalogo fotogra6co stellare. 
Zona Vaticana (da + 55° a -h 65° di Declinazione). Coordinate ret- 
tilinee e costanti di Correzione). Vol. I (Zone -I- 60° + 61° e + 62°). 
Roy. 4to., pp. xxxii, 304, with 2 plates ; bds. Rome, 1903 

WALLER. Essayes of Natural Experiments made in the Academie del 
Cimento . . . Written in Italian by the Secretary of that Academy. 
Englished by R. Waller. 4to., with frontispiece by the author and 
plates ; old calf 1684 

WALLIS (J.). . . . OPERVM math BMATICORVM Pars Prima. Qua Contin 

entur, Oratio Inangnralis. Matbefis Univerfalis; five, Arithmeticum 
opus Inte-grum, turn Nnmerofam Arithmeticam turn Speciofam com 
plectens. Adverfus Meibomii, de Proportionibns Dialognm, Tractatua 
Elencticus. OXONII . . . 1657.— . . . Pars Altera: Qua Continentur 
De Angulo Contactus & Semicirculi, Difquifitio Geometrica. De 
Sectionibua Conicis Traotatus. Arithmetica Infinitorum: five de 
Curvilineo- rum quadratura, «fec. Ecclipfeos Solaris Obfervfttio. oxoNii 
. . . 1656.— 2with diagrams on wood and copper; old 
calf, fine copy Oxford, l&bl-66 

• - MECHANICA: SIVE, De MOTU, TRACTATUS GEOMBTRICUS . . . PARS 

PRIMA. IN QUA, De Motu Generalia. De Gravium Defcenfu, & Motuum 
Declivitate. De Libra, londini ... m do lxx. Sm. 4to., with brilliant 
impression of the portrait by Faithorne and folding copperplates ; old calf, 
loose in cover, fine copy 1670 

A TREATISE OP ALGEBRA, BOTH historical and practical, shewing, 


422 


V * 

The Original, Progrefs, and Advancement thereof, from time to time; 
and by what Steps it hath attained to- the Heighth at which now it is. 
With feme Additional treatises, I. Of the Cono-Cuneus ... II. Of 
Angular Sections . . . III. Of the Angle of Contact . . . IV. Of Com 
binations. Alternations, and Aliquot Parts. By Iohn wallis, d.d. 
Profeffor of Geometry in the Univerfity of Oxford . . . LONDON : 
Printed by John Playford, for Richard Davis . . . m.dc.lxxxv. 

Sm. folio, with portrait by Loggan and folding plates ; old calf, 
covered with vellum, with the fine and scarce bookplate of Edward Duke 
of Norfolk, Earl Marshal of England 1685 

At the end is bound up : A Brief {but full) Account of tlte Doctrine of Trigonometry 
... by John Caswell . . . m.dc.lxxxv. 

Wilson (B.). An Account of Experiments made at the Pantheon, on the 
Nature and Use of Conductors: to which are added some new 
Experiment^ vfith the Leyden Phial. 4A-o., with b phi^; fMlf 1778 
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3 vols., 8v£)., pp. viii, 574, viii, 302, viii, 588, with 17 plates; cloth 

I £2. 8s. net 

EXPERIMENTAL RESEARCHES 


IN 

ELECTRICITY 

BY 

MICHAEL FARADAY 

1839-55 

This book is still the great text-book of electricians, and will always remain the 
master-key of the science. New discoveries may and will be made, bnt the scientific 
world will always have recourse to Faraday’s Researches. 

“The name of Faraday will go down to posterity foremost amongst the names of the scientific 
men of the century, for the simple comprehensiveness and original beauty of his researches in 
electricity and magnetism.—5tlvanws P. Thompson, Nature, Nov. 28th, 1878. 



Impl. 8vo., 50 COPIES only reproduced, pp. iv, with 2 pp. of 
Facsimile ; sd. £|. 1$. net 


EPISTLE 

OF 

SPETRUS PEREGRINUS 

ON THE 

MAGNET 


Reproduced from a MS. written by an English 

Hand about a.d, 1390 

1900 

I 

I 

I 

This was the first authentic treatise on the Magnet. It was printed in the 16th 
Century, but that edition is excessively rare. 
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THE STANDARD BOOK ON BRITISH MOSSES 
Now offered at a greatly reduced Price 


■3 vols., roy. 8vo., with, 128 plates containing thousands of figures; in 23 
parts sewed (^Subscription Price,, £6.10s ^d net) £1. 168a HGt 

-or, 3 vols., roy. 8vo., cloth £2* 88> net 

THE 

BRITISH M0SS=FL0RA 

BY 

R. BRAITHWAITE, M.D., F.L.S., etc. 


[ i 88 o ]- i 905 


“We offer Dr. Braithwaite our most sincere congratulations on the 
completion of this work on his favourite class of plants. Begun, as 
regards publication, in 1880, it reached completion by the issue of the 
last part with index and supplement in May of this year, so that 
the course of publication has occupied a space of some quarter of a 


century. . . . 

“ The three volumes of Dr. Braithwaite’s book are illustrated by 
128 pages of plates, giving figures of every moss described, with 
enlarged designs of parts of the various species. Every one of these 
plates has been engraved from the drawings of the author himself, 
and together constitute a remarkable monument of his skill and 
industry. Indeed, the illustrations may be regarded as perhaps the 
most distinctive feature of the work. In some cases a whole page is; 
devoted to a single species, as Schistostega, or to two species, as in the 
strange genus Buxbaumia ; but generally four or more plants are 
dealt with in a single plate. So far as we have compared the figures 
of our author with nature, we have found his drawings accurate, and; 
the magnified parts very valuable for the purposes of identifi¬ 


cation. . . . 


“ Mr. Dixon, in his preface to his ‘ Student’s Handbook of British 
Mosses ’ (1896), referred to the book now under review as ‘ Braithwaite’s 
splendid and elaborate work . . . which has done so much to stimulate! 
the study of these plants in our coimtry and which will doubtless; 
remain our standard work for many years to come.’ In this generous* 
appreciation by one botanist of the work of another, we cordially agree] 
and we rejoice for ourselves, as well as for the author, at the com-' 
pletion of a noble piece of honest work.” . . . Natitre,, -A-iig. 31st, 1905; 

-<-r 

STUANGEWAYS ANE SONS, PRINTERS, TOWER STREET, CAMBKlDCE CIRCUS, LONDON, W.C. 
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